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— When the 


The New 
Hilton Series 


night moves, 
LSI is there 
to capture it! 


At LSI, we capture the night with our 
technically and aesthetically innovative 
outdoor lighting fixtures... the high- 
performance, low-profile fixtures that 
light the way in the vast architectural 
landscape that is home to so many 
industries. 

We're LSI: the brave, the bold, and the 
dauntless. Don't fear the night. Let us 
capture it for you...beautifully. 


1-800-999-0009 
SUSDBITIG ІШЕ. 


4201 Malsbary Rd. + P.O. Вох 42728 * Cincinnati, Oh 45242 
Telex 62838369 Fax (513) 793-0147 (513) 793-3200 
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The Standard before the Standards. 


Rambusch Downlites have always been 
ahead of their time and now they are ahead of 
the new U.L. standards. 

January 1, 1990 is the effective date for 

the new U.L. 
requirement 
for protective 
screening on 
lamps in the 
newly created 
tungsten 

halogen category. Rambusch Tungsten Halogen 
Downlites with protective screening are ready 
to ship—now!"* 

More Applications More Efficiency 

Rambusch Tungsten Halogen Downlites 
are designed for all ceilings, including flat, 


sloped, and wooden applications. Independent 
testing lab reports indicate that our Tungsten 
Halogen Downlites with protective screer 
continue to deliver more footcandles on 
Work surface per dollar than any fixture in the 
industry. And all with a uniform, low brightness, 
5" aperture—the smallest in the industry. 
Contact your Rambusch representative 
and be ahead of your time. 


* Current U.L. standard fixtures are also available for immediate 
delivery until December 31, 1989 


RAMBUSCH LIGHTING 


Setting the Standard for Public Space Lighting Since 1898. 


40 WEST 13TH STREET, NEW YORK, N.Y. 10011 
(212) 675-0400 FAX (212) 620-4687 
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Versatile Uplighting For Beautiful Effects 


HADCO offers a complete line of inground fixtures for residential and 
commercial uplighting applications. This line includes low voltage 
with MR16 and PAR 36 lamping options as part of our quick connect 
system and line voltage fixtures with a variety of incandescent and 
Н.р. lamping options. Construction ranges from cast aluminum to 
cast bronze to high-tech composite housings that are impervious to 
the harshest soil conditions. For the best choice in inground lighting 


choose HADCO. 
Гат 9 0 
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The Leader in Lighting 
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Terralight 


E‏ ا 
QUALITY LANDSCAPE LIGHTING‏ 


6 Durable cast aluminum construction. 

6 Variety of designs & mounting arrangements. 
ә Bollards е Floodlites • Stakelites е Portables 
е Select from over 40 designs. 

ә Wide variety of finishes available. 
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A DIVISION OF HOFFMAN PRODUCTS, INC. 
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Night Magic Тһе Landscape Lighting System 


The magic of landscape lighting. 


Д. Lightolier has created the first landscape 
lighting system that offers total freedom of 
choice. You can have an easy-to-install low 
voltage system, a standard line voltage 
System, ог a combination low voltage and 
line voltage system with all fixtures in the 
same integrated style. 
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LIGHTING OUTDOORS 


NAUTICAL 
LIGHTING 


AREA/SITE 
LIGHTING 


AREA LIGHTING 


CONCRETE 
BOLLARD 
LIGHTING 


A selection of our outdoor lighting products which reflects 
our attention to detail, design, and function. An unlimited 
selection of custom variations and designs are also available. 


Write on your letterhead for our new catalog 


ARCHITECTURAL AREA LIGHTING INC. 


KIDDE 

14249 Artesia Blvd. • РО. Box 1869 

La Mirada, California 90637-1869 
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% From the Editor 


Congratulations are in order for Pennsylvania State 
University, which received the first grant given by the 


James L. Nuckolls Fund for the Education of the Lighting 


Professional. The not-for-profit Nuckolls Fund provides 
financial assistance to university-level lighting education 
programs in the United States and was established in the 
memory of lighting designer and educator James L. 
Nuckolls. The fund is, by the way, currently undertaking a 
major fund-raising drive, with a goal of reaching an 
endowment of $200,000. Income from the endowment 
will be used to fund the annual grants. 


According to Craig Bernecker, director of illumination 
studies at Penn State, the $5000 grant will be used to 
develop a graduate-level interdisciplinary program in 
illumination studies. This program will draw students from 
a wider range of disciplines than Penn State's current 
program, and will foster the design capabilities of those 
who pursue a degree in illumination studies 


"Penn State's current illumination studies program is a 
specialty area within the architectural engineering 
program," says Bernecker, “and we're certainly not 
planning to leave that behind at all. But since we are an 
engineering program, any student who comes here for а 
graduate degree will need to possess a strong engineering 
or physical sciences and mathematics background in order 
to enter the program. A student needs that to get into 
architectural engineering, but not necessarily to do 
lighting. It precludes a lot of students who have 
undergraduate degrees in theater, interior design, and 
architecture from coming here and studying lighting. Our 
intent is to try to generate a graduate program they can 
get into, and also make our graduate program a bit more 
broad based than our current program is, strengthening its 
design emphasis 


"To be a really good lighting designer," continues 
Bernecker, “one needs both design skills and what I'll call 
‘engineering capabilities, for want of a better phrase. You 
need to know the technical side of lighting as well as the 
art. For a long time we have striven to be both." The 
inclusion of more students who are less engineering 
oriented in Penn State's new program is certainly а 
reflection of that philosophy 


I think Jim Nuckolls would have loved the fact that the 
first grant has been given for such a good purpose 


Charles Linn, AIA 
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Decorative Luminaires 


Florida heal 
16 Decorative 


pa indulges in luxurious lighting BJ. Not itski 


inaire 


Ambient and Accent Lighting 


28 lighting and glowing glass illuminate London corporate offices С. Fenley 


Landscape and Area Lighting 


Pavilion lighting evokes mystery of ancient Egypt /. Man 


40 Landscape 


Components and Accessories 
48 A little sparkle goes a long way in marble lobby BJ. Novitski 


Components and accessories 


GROUND EFFECTS 


Thistree is illuminated by Hydrel's 4500 Series Accent 
three of the favorite lamp Lights were used in this 
choices of landscape illustration. The 4530 for the 
designers — from left to Metal Halide lamp, the 4519 for 
right, a 70 watt Metal Halide the Mercury Vapor lamp, and 
НСІ, a 100 watt Mercury the 4525 for the Quartz Halogen 
Vapor, anda 100 watt lamp. The 4500 Series was 
Quartz Halogen. A land- designed for the rigors of the 
scape rainbow —sametree, outdoor environment. Hydrel's 
different effects. Hydrel forty years of experience has 
recognizes the importance X proven the value of providing 
of lamp selection by offering the finest materials, testing and 
a wide line of fixtures ongoing innovation to provide 
to protect and conceal the products with an extra | 
source. margin of reliability. 
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Circle 9 


NS 
U 


\ 


Florida health spa indulges 
in luxurious lighting 


Owners of the Doral Saturnia Resort 
“wanted to create one of the most 
spectacular spas in the world, with 
the emphasis on total luxury," says Al- 
lan Leibow, of the lighting design firm 
of Wheel Gersztoff Friedman Shankar 
The lighting expresses this sense of 
uxury through the use of primarily 
incandescent sources and imaginative 
detailing. "We wanted to keep that 
warm feeling of sunlight that you get 
towards the end of the day," says 
eibow. "And we wanted it to feel 
very natural as well." 
Luxury and warmth were not the 
only design criteria that influenced 
ighting decisions. Interior designer 
Sarah Lee, of Tom Lee Ltd., explains 
that she also wanted to reflect the 
mood of the spa guests. She explains, 
"We were looking for a certain happy 
ambience. People go down there to 
have a good time. So I did a much jol- 
lier, more light-hearted decor than I 
normally do." It was important to her 
that this light-hearted interior be fur- 
ther lightened by warm incandes- 
cents, theatrical lighting, and sunlight 
The spa building, one of several 
buildings on the site, accommodates 
ample daylighting, important for 
achieving the desired grand residen- 
tial feeling. Inspired by northern Ital- 
ian renaissance architecture with 
courtyards outside as well as within 
the building, the architects created a 
large, skylit central space as an organ- 
izing focus of the spa facilities. To cre- 
ate sunny interiors while avoiding 
glare and solar heat gain in the tropi- 
cal Florida climate, they made the cu- 
pola skylight very high and of tinted 
glass. Architect Tom Dolle, of Jung 
Brannen Associates, explains: “Be- 
cause of the cutoff angle, the habit- 
able spaces below are shielded from 
the direct sun. You still get a lot of 
light, but it's so high that by the time 
it's bounced down to you, it's been 
tempered a lot.” And in the process of 
bouncing, the color of the light is 
warmed by the color of the surround- 
ing materials. 


ARTICLE BY 
BARBARA-JO NOVITSKI 


PHOTOGRAPHS BY 


GEORGE COTT 


The large view windows were also 
protected from the sun. Dolle says, 
“Because it's in Florida, we have taken 
pains to create generous overhangs. 
They do two things: they shade the 
windows, and they make the building 
a lot more picturesque with its great 
roofs and soaring overhangs.” 

Because of daylight from the win- 
dows and the skylight, little supple- 
mentary light is required during the 
day, when electric lighting is dimmed 
to save energy and prolong lamp life 


A skylight floods the large central 


atrium with light (left). To accentu- 


ate their height, the tall columns 
are downlit — and uplit with the 
same kind of downlights turned 
upside down. Large overhangs 
(above) protect a deep soffit that 
holds damp location A-lamp wall 
washers, which give a soft wash of 
light to the architectural graphics. 
This enhances nighttime visibility 
of the building from a distance 
without relying solely on windows 


for a glowing effect. 


Project: Doral Saturnia International 
Spa Resort 

Location: Miami, Florida 

Client: Doral Hotel and Resort Manage 
ment Corp 

Architect: Jung/Brannen Associates 
nc.; Robert Brannen, Tom Dolle, Paul 
rancisco 

Lighting Designer: Wheel Gersztoff 
riedman Shankar Inc.; Allan Leibow, 
ALD 

Interior Designer: Tom Lee Ltd.; 
Sarah Tomerlin Lee, Shelly Mowell 


Rita Lehman 

Landscape Architect: Bradshaw, Gill 
uster & Assoc.; Emilio Fuster 
Electrical Engineer: McDowell 
lelmick Assoc.; Jack Helmick, Frank 
Merino 
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The pavilion restaurant (above) 
features a cloud-painted ceiling 
uplit by continuous incandescent 
strip 1 s in a cove, plus a large 
chandelier and MR16 accent lights 
in a perimeter soffit. Pool rooms 
are lit with indirect sour to 
avoid glare (above right); under- 
water pool lights create moving 
patterns on the ceiling. Concealed 
low-voltage strip lights (far right) 
delineate planters outside the spa. 
Leaf patterns (below left) are pro- 
jected down to the atrium from 
theatrical spotlights above. Etched 
glass panels (below center) are 
illuminated by two rows of down- 
lights, one to light the top and one 
to light the bottom of the panel. 


Dressing-room mirror lights (below 
right) reveal a particularly clever de- 


tail. Strips of silver were removed 
from the backs of the mirrors, and 
light fixtures were installed behind 
them. The resulting strip of light 
appears to glow from within the 
mirror. The distinctive entry sign 
(below far right) was made of flat, 
unpolished marble, sandwiched be- 
tween glass panels, The assembly 
sits in the upper basin of a foun- 
tain. Four MR16 underwater lights 
on each side between the stone and 
glass backlight the sandblasted let- 
tering and illuminate the marble. 


At night, lights are turned up, and the 
dramatic lighting comes to life. Theat- 
rical spotlights, mounted on beams at 

oor level over the atrium, 

af patterns down to the res- 
taurant floor below. The patterns are 
made with 1 ped steel templates 
inside the fixtures. Leibow describes 
the effect as "a natural feeling, almost 
of sunlight coming through the trees." 

hasize the height and gran- 
deur of the central space, the design- 
ers put downlights and uplights be- 
tween the columns on multiple levels, 
recessing them into column supports. 
These fixtures use 250-watt PAR 38 
spot lamps, chosen for their long life 
and narrow beam spread. The dra- 
matic illumination of these very tall 
columns draws attention to their 
height 


Smaller but equally elegant is the 


DAN FORER 


neighbori avilion restaurant. The 
ceiling of painted clouds is softly illu- 
minated by cove lighting, and light 
reflected from its surface supplements 
the light from the large central chande- 
lier. Also illuminating the tables are 
mini-aperture MR16 adjustable accent 
lights in the perimeter soffit 

Many artists contributed to the 
Doral Spa, and the designers took spe- 
cial care in illuminating their work. 
For example, lighting designer Lesley 


Wheel devised an ingenious way to 


light some etched glass panels. In- 
stead of the conventional single row 

of downlights, she used two rows 

The first is 6 inches from the glass 
panel and lights its top. A second 

row of adjustable accent fixtures, 18 
inches out from the first, lights the bot- 
tom of the panel. This second row of 
lights provides the proper lighting an- 


gle without which the bottom would 
be dark. 

Although the most luxurious rooms 
at the Doral spa are the public rooms, 
the designers did not forget that peo- 
ple come to the resort for exercise 
and other healthful purs ) avoid 

ling brightness in the spa 

ge rooms, where guests 
spend a lot of time looking at the сей- 
ing, the designers created a soothing 
light with indirect sources, mostly 
sconces. The spa area is also lit with 
underwater fixtures in the whirlpools; 
the pools themselves become indir 
light fixtures. The moving water re- 
fracts the light and c it onto the 
ceiling as moving patter 

Reminiscent of the Mediterranea 
materials in ancient Roman spas, 
many of the rooms are lined with 
walls of tufa, a porous beige stone 


35 AT LEFT 


Interior designer 
likes the 


TI 


ng is illuminated 

ghts, making it a 
hat can be seen for miles. Large uplit 
arches further enhance this bu 
prominence in the clu 
buildin hitect Do 
ne, what makes the lighting so 
is that it captures the effect of a 
grand, luxurious palace. I partic 


ike lighting that enhances the 


turc 


In a stairwell glazed with square 


yanes, for example, cantilevered stairs 


silhouetted by fluorescent strips 


1 glare shields, hidden from s 
and surface-mounted on the side 

tween the stair and the wall. "That cre 
ates the illusion that the stairs аге float 


Leibow says 


115 area 2 
throughout the resort, we tried to get 
as many glowing surfaces as possible 
Glowing v ate a fecling of rich 
ness within the rooms and an inviting 

mth when viewed from outside 

»uildir 

I think being in thc 

country shouldn't just be a daylight 
pleasure," she says. "When you're walk 
1 at night and look 


back, it's lovely. It adds so much to 


ing in the ga 


product inform 


and see Manufacture 
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Ш Custom strips 

Norbert Belfer Lighting s Marquee light 
strips can be cut, curved, mitered, and mul 
ticircuited to meet custom requirements 
Two-piece construction of the extruded 
aluminum base eliminates visible mount 
ing hardware. Medium- or candelabra-base 
incandescent sockets can be spaced 6, 8 


Ш SHOWCASE 


Decorative luminaires 


or 12 inches on center. A recessed strip is 
also available. The strips are UL listed and 
made with weatherproof sockets for in- 
door and outdoor use. Norbert Belfer Light 
ing, Ocean, NJ 
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Ш Pendant 


The model 338 pendant from Fredrick 
Ramond's Geo Collection has an etched 
glass diffuser surrounded by a disk of mar 
blclike white or granitclike black Corian, a 
synthetic stone, The supporting stems and 
ceiling canopy are available in polished 
brass, antique patina, and brushed steel fin- 
ishes. The pendant accommodates a 150- 
watt miniature candelabra ( minican) halo- 
gen lamp. Fredrick Ramond Inc., Cerritos, 
CA 
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ls Now Standard 


Standard lighting products 
with the look and build 

of custom are now available 
from Winona Lighting, 
where uncommon style | 
is standard. 


ROCKWELL 


Brushed aluminumwith black Nextel 
accents. White opal acrylic bowl in 
36 or 24° dia. С m lengths. 
finishes and flush mount available. 


Catalog# 3200-36 and 3200-24 


Winona Lighting 
3760 West Fourth Street 
Winona, MN 55987 


1 800-328-5291 
507-454-5113 


ir 


Ш Decorative pendant 

Visa Lighting’s CP1420 pendant has a 
canopy, stem, and accents available in pol- 
ished solid brass, chrome, and a variety of 
painted finishes. The virgin acrylic bowl 
comes in diameters of 24, 30, and 36 
inches, The 36-inch-high pendant accom- 
modates incandescent, fluorescent, and 
HID lamps. Visa Lighting Corporation 
Milwaukee, WI. 
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Ш Brass gasolier 

The Victorian collection from Brass Light 
Gallery includes a reproduction gasolier 
of polished solid brass with etched French 
glass shades. The gasolier comes in two-, 
three-, and four-lamp models and is recom- 
mended for residential and commercial 


applications. Lead crystal shades are avail- 
able. Brass Light Gallery, Milwaukee, WI 
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W Tiffany-style pendant 
Gemma's Parasol II pendant has an art 
glass shade that is handcrafted in the Tif- 
fany copper foil technique and mounted 


Decorative luminaires 


on a ball swivel. It has a hand-cut, hand- 
burnished copper stem that is designed 
for spaces with 7- to 12-foot ceilings. The 
glass panels come in more than 20 colors 
of domestic and European opalescent and 
sandblasted glass. The pendant accepts 
60-watt round candelabra lamps. Gemma 
Studios, Northampton, MA 
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Ш Ceiling-mounted luminaire 


Fredrick Ramond offers the model 337-CM 
ceiling-mounted luminaire from its Geo 
Collection. It has an etched glass diffuser 
a disk of marblelike white or granitelike 
black Corian, a synthetic stone, and metal 
accents in polished brass, antique patina 
and brushed steel. The luminaire accepts a 
100-watt A lamp. Fredrick Ramond Inc 
Cerritos, CA 
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W Brass chandelier 


Brass Light Gallery offers an electrified 
reproduction of an original Victorian four 
arm gas chandelier. The polished solid 
brass luminaire shown has lead crystal 
shades; etched French glass shades and 
matching sconces are available. Brass Light 
Gallery, Milwaukee, WI 
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Ш Mission-style lantern 

Arroyo Craftsman's brass Mission lan- 
tern has a patina finish. It comes with an 
arm and backplate for wall mounting and 
is also available in hanging and post- 
mounted versions. Four sizes and four 
glass colors are available. Arroyo Crafts- 
man Lighting, Inc., Duarte, CA 
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Ш High-output table luminaire 
The Brendel Light 44 collection from Staff 
Lighting includes a table model with a 
reflector head that rotates around its 
clamp axis and around the stem. The base 
and head come in three colors; the stem 
has a chrome finish. A stainless steel grill 
controls glare from a 300-watt double- 
ended halogen lamp. Staff Sales, Inc., High- 
land, NY. 
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Ш Etched glass wall bracket 
Lightolier offers the Metro wall bracket of 
triplex etched glass. The bracket's conical 
shape tapers into a softly edged, stepped 


band of glass with polished chrome or 
satin black fittings. Versions accommodate 


а 100-watt A19 or 13-watt compact fluores- 


cent lamp. Lightolier, Secaucus, NJ 
Circle 69 
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UL/CSA 
Listed 


louis 
poulsen 


Poulsen Lighting, Inc. 
5407 N.W. 163 Street 
Miami, Florida 33014-6130 
Telephone - 305-625-1009 


Telefax -305-625-1213 
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A new dimension in 
design integrates 
Tungsten-Halogen 
with white marble | 
| and black granite 
| Z Corian.® Comple- f 
| 2 mentary metal — E 
| m finishes in polished т ж 
brass, antique patina - 5 
and brushed steel 
create the harmony 
... unmistakably | 
Fredrick Ramond. 


Ш Decorative pendant 

Winona Lighting offers the Harlow pen- 
dant, one of three pendants with matching 
sconces. The version shown is made of pol- 
ished brass; other versions are available in 
brushed brass, brushed aluminum, and 
painted finishes. The pendant comes in 
two sizes that accommodate 60-watt A19 
lamps; the matching sconce comes in ver- 
sions for A19 and 13-watt compact fluores- 
cent lamps. Custom lengths and finishes 


- 319-B 
FREDRICK RAMOND Inc | are available. Winona Lighting, Winona, 
DESIGNERS & MANUFACTURES OF ORIGINAL LIGHTING FIXTURES MN 
Circle 70 


F. Ramond Lighting Showcases 
| 8775 Beverly Blvd., Los Ап) CA 9004! 
| 23811 Aliso Creek Rd., Ste. 141, Laguna Niguel, CA 9; (714) 643-5323 
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TOP BRASS 
OCC 


aa 

Sold Direct nationally to 
architects, designers and 
homeowners who appreciate 
quality and good design. 


Ш Desktop luminaire 
The handcrafted Desk Cylinder from 
Gemma's Tradition Series has ап 117/4- 
inch-long cylindrical shade of glass sec- 
tions joined with copper foil stripping. 
The shade and its burnished copper stem 
are mounted on miniature ball swivels 
that can be locked in place. Other features 
include open-worked brass side enclo- 
sures, a high-low line switch, a weighted 
brass base, and brass fittings. The lumi- 
naire accepts a 75-watt standard or tubu- 
lar incandescent lamp. Gemma Studios, 
Northampton, MA 
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ae 
Designed and made by 
Milwaukee craftsmen at 

prices only possible without 
middlemen. 


Residential е Commercial ° 
Corporate Interiors 
Send for catalog. 


Brass Light Gallery 
719 S. 5th Street 
Milwaukee, WI 53204 
(414) 383-0675 


Toll Free (800) 243-9595 
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Soirees of a Bygone Era... 


revived in the Grand Ballroom at The Milwaukee Athletic Club - 
made possible by a combination of professional people 
appointed by the club’s management. 


We at Schonbek, as designers and manufacturers of the elegant 
Empire chandeliers, are proud to have been able to 

contribute to this spectacular masterpiece, and give special 
praise to Cheryl A. Olson, Interior Designer, and 

Lappin Electric (Lighting Division)* with whom 

we worked closely. 


U.S.A.: А. SCHONBEK & CO INC., 4-8 Industrial Blvd. W., Plattsburgh, NY 12901 
TELEPHONE: (518) 563-7500 * FAX: (800) 443-7358, OR (518) 563-4228 


SHOWROOM: THE WORLD TRADE CENTER, Room 10071, 2050 Stemmons Freeway, Dallas, TX 75207 
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SOMETHING 
YOU COULD NEVER 


Tubular Lighting As Easy To Maintain As Changing A Light Bulb. 


Forget the frustrations of having to live 
with dark spots 

Now there's E-Z STREAMS. The new clear 
tubular lighting from Sylvan Designs that, 
for the first time lets you replace lamps 
on-site. You simply slip out the old lamp 
and slip in the new. 

E-Z STREAMS comes in both square and 
round styles and installs easily. The lamps are 
twice as bright as most other tubular systems 


REPRINT 
SERVIGE 


Reprints of all ar 


tecture! L 


sively through Aster Marke 


ervices. 


Reprints can be used effective 


broaden your exposure, enhance your 


marketing end educational 


promote your product 


For 


please contact 


further information on 


MARKETING 
SERVICES 


published in 


are available 


grams, 


volume order 


And they are wired in parallel, which 
means only one lamp goes out at a time. 
E-Z STREAMS standard sizes also makes it 
easy to upgrade your present system, without 
having to start over from scratch 

Powered by UL Listed, Class 2 transfor- 
mers for safe installation. 

For full details call or write today: Sylvan 
Designs, Inc., 8921 Quartz Ave., Northridge, 
CA 91324, Tel: (818) 998-6868 


2 


SYWAN DESIGNS 


LINEAR LIGHTING THAT WON'T LEAVE YOU IN THE DARK 
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New From The Original Casta Series 


Art D 
Directions 


6120 Delmar blvd 
St. Louis, Mo. 63112 


Fax: 314-863-FAST (3278) 
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Ш Table lamp 

Poulsen Lighting's PH 4/3 table lamp has 
matte white metal shades and а chrome- 
plated stem and base. The 21-inch-high, 
17-inch-diameter luminaire was designed 
by Poul Henningsen and is UL and CSA 
listed. It has а 6-foot black cord, а 
grounded plug, and a tumbler switch unit 
in its base. Poulsen Lighting, Inc., Miami, 
FL. 
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Ш Wall bracket 


Lightolier offers the solid brass Dauphine 
two-lamp wall bracket, which features а 
fleur-de-lis motif backing. Each of the 
bracket's solid brass arms supports à 
carved, translucent alabaster bowl. The 
wall bracket measures 20 inches wide and 
16 inches high and uses two 40-watt 
G16!/4 candelabra-based lamps. Lightolier. 
Secaucus, NJ 
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Сігсіе 19 


Visa Lighting Introduces 
The Orion Family of Fixtures 


Orion fixtures are offered in a variety of 
finishes including brass, chrome, brushed 
aluminum or any painted finish desired. 
Available lampings include incandescent, 
fluorescent, quartz halogen and HID. 

НО! lamping offered in single bowl pendant. 


Visa Lighting - Dedicated To Lighting Design 
That Performs 


Bradley Road Milwaukee, WI 53224 
(414) 354-6600 FAX: (414) 354-7436 


PRESENTING 
THE BESTTHING 
TO HAPPEN 
TO CEILINGS 
IN 473 YEARS. 


Philips introduces Advantage X. 
A renaissance in fluorescent 
lighting. 


"The science of design,” 
according to Michelangelo, “is the 
source and very essence of all the works 
of the human brain and hand." 

By creating the Advantage X 
fluorescent lamp, the people at Philips 
Lighting have raised the concept of 
design to new heights. 

Advantage X not only provides 
greater flexibility in lighting layout, it 
enables you to render each new design 
in a richer light. 

With 17% more light output 
than standard fluorescents of the same 
wattage and a remarkably high color 
rendering index of 80, Advantage X 
opens up a whole new age of lighting 
design opportunities. 

And to help keep your client's 
operating costs from going through the 
roof, it lasts a full 20% longer than 
standard lamps. 

For more information about 
the new Advantage X, call Philips at 
1-800-631-1259, ext. 932, and see how 
we've taken fluorescent lighting out of 
the dark ages. 


The new Philips Advantage X. fluorescent lamp. 


% PHILIPS 


Е 


ITSTIMETO CHANGE YOUR BULB 
PHILIPS e 


€ 1988 Philips Lighting Go л Dive 
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W Pendant 

Visa Lighting offers the CP1520 pendant, 
which has a virgin acrylic bowl available 
in diameters of 24, 30, and 36 inches. The 
canopy, stems, and accents come in pol- 
ished solid b chrome, and a variety of 
painted finishes. The 36-inch-high pendant 
accepts incandescent, fluorescent, and 
HID lamps. Visa Lighting Corporation, 
Milwaukee, WI. 
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W Table and task luminaire 
Philippe Starck designed the Ara table and 
task luminaire from Flos. It has a weighted 
base and a tapered stem that supports a 
horn-shaped lamp head. Tilting the lamp 
head down turns the light on; tilting it up 


turns the light off. The luminaire accommo- 


dates a 35-watt halogen lamp and has a 
mirror-polished chrome finish. Flos Incor- 
porated, Huntington Station, NY. 
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W Cove-lighting unit 
LightSpace Design's two-piece Curvescent 
Light allows users to create a cove lighting 


effect with a standard 4-foot, two-lamp fluo- 


rescent fixture. The lightweight, vandal- 
resistant unit has a spreader that mounts 
above the fixture. Below the fixture, a 
cove piece shields the lamps and directs 
light up to the spreader. Cove pieces 
come in a variety of translucent and 
opaque colors. Spreaders come in standard 
white and custom colors. LightSpace De- 
sign, Berkeley, CA. 
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GENERAL Э ELECTRIC 


HALARC™ 32 WATT METAL HALIDE LAMP 


e 2500 AVERAGE INITIAL LUMENS 
EQUIVALENT TO 150 WATTS 
OF INCANDESCENT LIGHT 


7500 HOURS RATED MEDIAN LIFE 
e 3000K COLOR TEMPERATURE 


• 37,5 TOTAL WATTS CONSUMED 
BALLAST AND LAMP 


e PREWIRED PLASTER FRAME 


• SPECULAR CLEAR ALZAK REFLECTOR 


г PHOTOMETRICS AVAILABLE 
• 277 AND 120 VOLT AVAILABLE 


32 WATT METAL HALIDE FIXTURE 
FOR LOW CEILING APPLICATIONS 


«aiii 


Т. 


FL. CORPORATION 


14901 BROADWAY 


e CLEVELAND, OHIO 44137 e 
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(216) 662-2080 


Decorative luminaires 


Ш Ceramic sconce 

Ambis, a ceramic sconce from Justice De- 
sign. is designed especially for narrow wall 
spaces. It is 7 inches wide and 71/4 inches 
high and has а 5!/2-inch projection. The 
sconce is available in matte and gloss fin- 
ishes and has a single porcelain socket for 
a 150-watt lamp. Justice Design Group, 
Los Angeles, CA. 
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W Luminous pendant 

The CP1470 luminous pendant from Visa 
Lighting has a virgin acrylic bowl available 
in three sizes. The canopy, stems, and ac- 
cents are available in polished solid brass, 
chrome, and a variety of painted finishes. 
The 36-inch-high luminaire accommodates 
incandescent, fluorescent, and HID lamps. 
Visa Lighting Corporation, Milwaukee, WI. 
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Decorative luminaires 


Ш Ceiling light 

Marianne Tuxen designed the Safir lumi- 
naire for Poulsen Lighting. Its open design 
permits light to strike all its exposed 
surfaces and the ceiling on which it is 
mounted. The white, die-cast aluminum 
housing includes a reflector shade con- 
nected to an arched backplate with three 
tapered columnar struts, А white ора! 
glass enclosure hides one 75-watt A19 in- 
candescent lamp. Poulsen Lighting, Inc., 
Miami, FI 
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W Pendant hood 

Robert Long Lighting offers the 8220 
pendant hood in a variety of plated and 
painted finishes. The luminaire is 20 
inches wide and 6 inches high; it comes 
with 6 feet of cord or with an optional 
stem for hanging. Robert Long Lighting, 
Healdsburg, CA 
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B Brass luminaire 


Art Directions offers the Camelot Flush 
solid brass luminaire from its Original Cast 
collection. The luminaire has an acrylic dif 
fuser and accepts two incandescent lamps 
It comes in several sizes suitable for mount 
ing on walls or ceilings. The smallest size 
is available with an optional glass diffuser 
Art Directions Inc.. St. Louis, MO. W 
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THE NEW 
POINTS OF 


DIFFERENCE. 


The difference of 
Renaissance. Now in 
compact fluorescent 
as well as H.I.D. 
indirect. Now in an 
expanded selection of 
elegant suspended, 
wall sconce, wall 
bracket, clusters and 
pier mount luminaires. 
The Renaissance, 

an excellent choice. 
Naturally, from 

SPI Lighting. 


SPI Lighting Inc. 

10400 North Enterprise Drive 
Mequon, Wisconsin 53092 
414-242-1420 

FAX: 414-242-6414 
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Low-voltage lighting and 
glowing glass illuminate 
London corporate offices 


When an international lighting com- 
pany opens a new headquarters, light- 
ing is naturally a focus of the project 
“We wanted the new head office to 
reflect the design profile of the com- 
pany’s products,” says Emess chair- 


man Michael Meyer, “as well as its mul- 


tinational character and its confidence 
in the future.” The new office, a reno- 
vated 5250-square-foot space on the 
sixth floor of a building in London's 
west end, had to provide both an effi- 
cient working environment and an im- 
pressive venue for meeting overseas 
clients, 

David Davies Associates created a 
cool, white-walled interior featuring 
luminous glass and low-voltage light- 
ing. The reception area sets the tone 
with a sweeping curved wall made of 
pivoting glass screens. The screens 
open for access to the adjacent of- 
fices, which look out over the roof- 
tops through Georgian windows. 
When the screens are closed, light 
floods in through stippled glass spe- 
cially developed for this project. Each 
pane is actually two laminated opaque 
stippled glass sheets with an opales- 
cent white liner. 


Low-voltage fixtures and luminous 
glass make a design statement at 
this corporate headquarters, The 
reception area sets the tone with 
uplights, downlights, and glowing 
white glass panels. The chairman's 
office has a ring of “blue halo” 
fixtures. 


Project: 
Office 
Location: London, England 
Architect: Peter Moore, David Davies 
Associates 

Lighting Designer: Michael Jankow- 
ski and David Horn, Marlin Lighting 
Electrical Engineer: Quickwood 
Interior Designer: Chris Dewar- 
Dixon, David Davies Associates 
Photos: John Spragg 


Emess ріс Corporate Head 


Downlights set into a sinuous metal 
ceiling canopy give the screens an in- 
triguing white glow, while recessed 
floor lights pick up the shimmering 
sparkle of the glass and satin-finished 
metalwork. The ceiling fixtures are 
standard catalog items using 35-watt 
МЕТІ lamps with various beam 
spreads. The uplights recessed in the 
fumed oak flooring were custom 
made for this project, satisfying the 
interior designers’ request for a di- 
rected uplight accent. The uplights 
are completely flush to the floor and 
dustproof. The lamp holder within, 
with its 20-watt narrow beam MR16 
lamp, can be angled to aim the beam 
A semicircular sandblasted area on 
the glass cover provides glare relief. 

Blue glass occurs repeatedly 
through the project, representing one 
of the corporate colors (the other is 
rusty red). The blue glass shows up 
first in a writing tablet on the recep- 
tion desk, but it is most often used in 
conjunction with lighting fixtures. 
Similar to the stippled white glass, the 
blue glass is actually two clear sheets 
laminated with a blue liner. The top 
surface is acid-etched to further dif- 
fuse light 

Interior designer Chris Dewar- 
Dixon explains that “rafts” of blue 
glass solve a number of design prob- 
lems encountered during the renova- 
tion. Existing single-lamp recessed 
parabolic fluorescent fixtures in the 
corridors had to be retained, yet their 
visual effect was considered harsh 
Strips of blue glass 2 to 4 meters long 
were suspended beneath the fluores- 
cents, diffusing their light and provid- 
ing an unusual, subtly glowing sur- 
face. More low-voltage downlights — 
identical to the ones in the reception 
area — are mounted in the glass rafts 

The chairman’s office has a drum 
doorway with curved bronze doors. 
Several MR11 fixtures shine out hori- 
zontally from the rim of the drum 
Their bright beams are intercepted by 
circular cutouts of blue glass; Dewar- 
Dixon calls these “blue halo” fixtures 
because of their striking color effects. 
Like the office's other customized light- 
ing features, the blue halos effectively 
call attention to the company's liveli- 
hood 


—Gareth Fenley 


For product information, turn to page 62 
and see Manufacturers. 


If you're still buying 
industrial lighting 
through a middleman 


IT 


Mail this coupon and discover the easy way /// 
to buy quality HID lighting products. Buy 
direct from Ruud and save up to 50% 
on industrial fixtures including the 
Prismatic High Bay, whose high 
performance optics and attractive 
design make it ideal for a wide 
variety of industrial, commercial 
and retail applications. 


Send the coupon or call our toll- 
free number. A friendly, exper- 
ienced, customer service 
representative will help you 

with all of your needs 
for industrial, outdoor, 
track or recessed 
lighting. 


800-558-7883 


UGG CREME C MC RE 


Wisconsin 800-236-7500 
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RUUD 
LIGHTING 


9201 Washington Ave. 
Racine, WI 53406 
Fax: 414-886-1721 


30 Architectural Lighting SHOWCASE, July 1989 


Ш Direct-indirect fluorescent 
The Spheros architectural lighting system 
from Zumtobel is made of extruded alumi- 
num and has decorative accent side panels 
available in four colors, Other components 
include connecting end pieces, a highly 
specular aluminum reflector, and an сх 
truded acrylic lens. Louvers come in a 
post-anodized version for areas with VDTs 


Ш PAR spotlight 

The 270 Series spotlight from Lighting 
Services is the smallest in a series of 
specification-grade fixtures that are 
designed to provide a coordinated look 
for installations using PAR lamps of differ 
ent sizes and intensities. The lightweight 
unit holds a PAR 20 or PAR 16 lamp and 
works best in applications requiring very 
short throws of light. Optional accessories 
include a range of lenses, louvers, and 
color filters; several mounting devices are 
available. Lighting Services Іпс., Stony 
Point, NY 
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SHOWCASE 
Ambient and accent lighting 


a matte silver anodized version for general 


office illumination, and a decorative perfo- 


rated white version. All models accept T8 
fluorescent lamps. Zumtobel Lighting Inc 
Garfield, NJ 
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Ш Pendant 


The ET Lumiere cord pendant from Poul- 
sen Lighting accepts a 13-watt compact 
fluorescent lamp. A circular glare shield 
obscures direct viewing of the lamp and 
creates a symmetrical light distribution 
pattern. The manufacturer recommends 
the pendant for general lighting in rooms 
with high ceilings. Poulsen Lighting, Inc., 
Miami, FI 
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Ш Sloped-ceiling downlights 
Halo Lighting's downlights for 9- to 27- 
degree sloped ceilings have an adjustable 
socket plate that moves in two directions. 


allowing the lamp to be aimed straight 
down. The H47ICT downlight, shown 
herc, has an integral thermal protector to 
prevent overheating and a double housing 
of heat-dissipating aluminum that permits 
it to be covered by insulation. The H47T 
fixturc has no thermal protector. Both 
models have adjustable bar hangers that 
span spaces up to 24 inches between ceil 
ing joists. Models are available for MR16. 
R40, PAR 38, and A21 lamps. Halo Light- 
ing, Elk Grove Village. IL 
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Ш Quad fluorescent strip 

The Linear Quad light strip from Norbert 
Belfer Lighting is specifically designed for 
Panasonic's 28-watt quad-tube compact 
fluorescent lamp. The strip features inte 
gral ballasts and an extruded aluminum 
raceway that comes in standard 6-foot 
lengths. Single 8-foot and twin 16-foot 
modules and custom lengths are available. 
Norbert Belfer Lighting, Ocean, NJ 
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Ш MR16 track fixture 


The SB-16 Spacebird from Lighting Ser- 
vices has an integral electronic trans 
former that powers a 20- to 75-watt MR16 
lamp. The extruded aluminum fixture is 
fully adjustable and can be aimed in any 
direction. Accessory holders accommo- 
date a variety of attachments, including 
light-blocking screens, hexagonal-cell lou- 
vers, glare-blocking lamp jackets, and glass 
color filters. Wail, ceiling, and track 
mounts are available. Lighting Services 
Inc., Stony Point, NY. 
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Ш Pendant 

SPI Lighting’s SFO series single-stem pen- 
dant has a symmetrical indirect optical 
system that accommodates а 100- to 400- 
watt horizontally mounted metal halide 
HPS, or incandescent lamp. A 45-degree 
black cutoff baffle at the bottom of the 
dome emits 5 percent downlighting. The 
hemispheric metal dome comes in stan 
dard white and a variety of custom plated 
and painted finishes, including the black 
with red accents shown here, SPI Lighting 
Inc., Mequon, WI 
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B Pier-mounted luminaire 


А pier-mounted luminaire from SPI's Ren- 
aissance line has a housing composed of 
two white translucent or opaque domes 
attached to a plated steel trim ring on a 
circular base. The reflector system works 
with a 100- to 400-watt metal halide or 
HPS lamp. The stcel trim is available in 
two styles; domes come in a variety of 
plated and painted finishes, SPI Lighting 
Inc., Mequon, WI 
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Ш Prismatic fixture 

The prismatic lens of the Skylume Pris- 
malite from LaMar Lighting is made of 
0.187-inch-thick virgin acrylic. Prisms on 
the sides and bottom are designed to pro- 
vide efficient light distribution, LaMar 
Lighting Co., Inc., Freeport, NY. 
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STEP ASIDE COMPETIT] 
Day-Brites VDT sets the standar 
computer environment low brightness fixt 


Personal visual comfort and fixture efficiency highlight an impressive list of ben 
efits of the new Day-Brite Designer VDT fixtures, especially designed for video 

display terminal environments. But, unlike competitive single-shot efforts at lov 
glare fixtures, Day-Brite's VDT series is a family of fixtures, offering all these benefi! 


Virtually glare free in the 60 to 90-degree "offending zone" 

Small cell aesthetic appearance with large cell efficiencies 

Shallow fixture body solves plenum depth problems 

Concealed frame aluminum louvers are permanent, requiring little maintenan 
Choice of fixture body sizes, cell sizes, number of lamps 


AVAILABLE FOR IMMEDIATE SHIPMENT 


When your job is to specify lighting for a glare-free environment such as VDT 
installations, look at Day-Brite's Designer VDT series. Don't settle for less! 


(n) THOMAS DAY-BRIT 


INDUSTRIES INC. 


DAV RRITEIICUTING m$ DO) Dw-awer14&7 上 下 ro MS 38805 m Phane: 601-847-7717 @ FAX: 601-841-55 


ighting SHOWCASE, July 1989 Ambient and accent lighting 


"E 


Га 


D 
% 


PPZ -一 一 一 


le fixture 

8 Trapeze fixture сап bc 
rees 一 from а vertical to a 
s — for multidirectional 
1115 for PAR 30 and PAR 38 
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Ш Concealed track s 

The Recessed Trak accent lighting system 
from Alkco consists of low-voltage MR16 
light modules and a track that both 
completely concealed from view. The 
light modules can be aimed from 0 to 40 
degrees, rotated 380 degrees, and placed 
anywhere along the track, Different lamp 
wattages and beam spreads, combined 
with various accessory lenses, produce a 


multitude of lighting effects from pin 
spotting to floodlighting. Alkco, Franklin 


| 4 [ i ІП $ à атай 


turns ОП 


PRIZE WINNERS 


General Electric Edison Competition 


Tel Twelve Mall, Southfield, MI 


Crawley's 


National Mall Monitor Award (over 20,000 sq. ft 


LIGHTING THE IMPORTANT STORE... AN ART IN ITSELF 

Enhancing the architectural environment and providing the 
proper lighting system for the ultimate in visual merchan- 
dising. It takes the total commitment of the entire design 


Winkelman's— Те! Twelve Mall, Southfield, MI 


- x å team. Again, Omega shows the ability to help create the 
i ! exciting shopping experience Ш Low-voltage Fresnel 
OMEGA es Square Lightings C3MR16 low- 
* the lighting specialist for the architectural interior. voltage Mini Fresnel track fixture is 
National Mall Monitor Award (2,000 to 10,000 sq. ft.) designed to accept an MR16 lamp. It is 
available with a low-voltage track adapter 
or an integral magnetic transformer. Acces- 
sories include barn doors, color media, lou- 
and hoods. Times Square Lighting, 
Stony Point, NY. 
Ш i 
7; THOMAS Circle 97 
27 
ши INDUSTRIES INC. LIGHTING 


270 LONG ISLAND EXPRESSWAY 
Circle 26 MELVILLE, NEW YORK 11747 516-293-8500 
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Ambient and accent lighting 


FIBERSTARS' NON-ELECTRIC RIBBONS OF 


LIGHT NOW HAVE H.I.D. INTENSITY. 


FIBERSTARS OFFERS YOU THE ULTIMATE Ш Compact track fixtures 


LIGHTING OPTION. NON-ELECTRIC BANDS OF Inlite offers Beam Spots, a line of com 
pact track lighting fixtures designed for 
halogen PAR 20 and PAR 30 lamps. Thc 
H.I.D. PROJECTION | fixtures come in three styles and arc avail 
able in track- and canopy-mounted ver 


FIBEROPTIC LIGHT. POWERED BY A NEW 


UNIT, PRODUCING EVEN sions. Inlite Corporation, Berkeley, CA 
BRIGHTER LIGHT AND Circle 93 
LONGER LAMP LIFE 


50 YOU CAN MAKE A 


POWERFUI. STATEMENT j 


WHETHER YOU RE CRE 


ATING INTERIOR DRAMA 


OR HIGHLIGHTING THE 


BEST FEATURES OF A 


MAJOR ARCHITECTURAL PROJECT 


AND YOU CAN DESIGN WITH A BRILLIANT Ш Semirecessed spotlight 


Lighting Services offers the compact, adjust 
PALETTE. À RANGE OF COLORS AND THE - 
able 281 Series semirecessed spotlight for 
OPTION TO CHANGE CONTINUALLY FROM | short- and medium-throw interior applica 
tions. The UL-listed fixture is designed to 
ONE TO ANOTHER € 76 
accommodate 50- and 75-watt medium 
l'HERE'S EVEN BRILLIANCE IN FIBER- base PAR 30 halogen lamps in Іһгес beam 
spreads. It comes in three finishes and is 
STARS' EASY INSTALLATION AND MAINTE 
available with a variety of accessories. 


NANCE. YOU WORK WITH Lighting Services Inc., Stony Point, NY 
PLIABLE, UNBREAKABLE Circle 94 
MATERIALS THAT CAN BE 
USED ANYWHERE. UNDER 
WATER. ALONG CURVES 


THERE'S NOTHING TO % \ 1 


BURN OUT OR BREAK IN 1 proprietary lamp | X 


THE LINE OF LIGHT, SO eclor power е | 


т 30 arabolic accent luminaire 
YOU CAN ILLUMINATE m DEC accent kı s 


| Lithonia Lighting has added а 1-foot-square 

INACCESSIBLE AREAS. AND WITH ALL THIS recessed parabolic accent luminaire to its 

OPERATING COSTS ARE VERY LOW. OUR NEW Paramax series of specification-grade para 
| bolic troffers. Standard features include 

101 LIGHT PROJECTION UNIT DRAWS А MERE spring-loaded cam latches, T hinges, and a 

1.8 AMPS | black reveal that creates a floating louver 
| appearance. The luminaire comes with a 

four- or nine-cell louver and is available in 
CALL 1/800/FBR-STRS OR WRITE 47456 versions for 16-watt T8 U lamps and for 
9-, 13-, and 18-watt compact fluorescent 

lamps. Options include a choice of louver 


СА 94538. LET US LIGHT THE WAY finish, trim style, and air function. Lithonia 


ME IBERS LARS 


| Circle 95 
Lighting for the 21st century 


— Circle 25 а 


So IF YOU'RE LOOKING FOR BRILLIANCI 


FREMONT BOULEVARD, FREMONT 


Norbert Belfer Light Р 


..апу way, Shape ог 


ГЕ creative 
possibilities... 


Curved, mitred or straight 
continuous runs... 

The choice is yours. 
Incandescent, halogen or 
fluorescent, low voltage or 
line voltage... 

Thec 
Any length, any ra 
configuration... 

The choice is yours. 
We offer staff engineers for 
technical and planning 
assistance and a reputation 
for timely delivery, quality 
workmanship, and budget 
cost control. 


We invite your inquiry. Call 
or write: 


norbert belfer 


% Circle 27 FAX 


" 


PHONE 201-493 
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Shed new 
light... 


with CON-TECH'S 12-volt 
track lights for superb color 
rendition and efficiency for 
home. commercial or institu- 
tional, high-accent lighting. 


Choose HY-TECH lamp- 
holders or choose from 
round or flat back cylinders, 
Elite step cylinder, sphere or 
classic bell shapes in white, 
black or brass finishes. All 
have designer styling and a 
deep baffle for extra eye 
comfort. 


One LA-2075 (120 voit to 12 
volt) voltage converter fits all 
lights, so there's less to order 
and stock 


Just call or FAX your require- 
ments. You'll like the selec- 
tion ... and the prices! 


a 


130 М. Waukegan Road 
Deerfield, IL 60015 
Tel: 312/945-0303 FAX: 312/945-0096 
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NEW 12 V. MICRO/LYTES™ 
Using MR-11 Lamps 

Are A Breakthrough 

In Styling & Efficiency! 


Our NEW 12 Page 


NEW 


MR35 
Framing 
Projector 


FEATURES: 


* Accepts 12V 35W MR11 Lamps 

* Framing Shutters 

* Projects Standard or Custom Patterns 
* Projects 35mm Slides 

* Numerous Mounting Options 

* Custom Colors Available 


ANOTHER UNIQUE FIXTURE FROM 
TIMES SQUARE LIGHTING. CALL 
OR WRITE FOR A SPECIFICATION 
SHEET OR REPRESENTATIVE NEAR Қ 
YOU. ES 


ТІ 


Industrial Park, Route 9W, Stony Point, М.Ү. 10980 
(914) 947-3034 FAX (914) 947-3047 
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UNDENIED 
TECHNICAL 
GUALITY 


3 


TERNATIONAL, L 


504 
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Ambient and accent lighting 


€) 


B Retrofit kit 


The Refractive Grid lens from Holophanc 
is made to retrofit existing fluorescent fix- 
tures; it reduces glare as much as 70 per- 
cent, according to the manufacturer. 
Because the lens decreases lumen output 
at high viewing angles, it is particularly 
suited to locations where computers and 
VDTs are used. The lens fits into a nomi- 
nal 2-by-4-foot exposed T ceiling grid with 
а !5/16-іпсі grid-bar width. Holophane, 
Newark, OH 
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Ш Baffled downlight 

Rambusch's RD-45-500 recessed down- 
light is designed for use in areas with ceil- 
ings higher than 22 feet. Its extremely 
high efficiency (71 percent) and low 
brightness arc achieved with a specular 
Alzak reflector and annular baffling, which 
comes in twist-lock and minitrim styles. 
The downlight is UL listed for use in both 
fireproof and nonfireproof construction 
and is approved by the Canadian Standards 
Association. Pyrex disks are available to 
conform to UL standards that take effect 
January 1, 1990. Rambusch Lighting, New 
York, NY. 
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mbient and accent lightin 


N tiec стайна CAPRILIGHTING 


fer Lighting recommends its 
SpectraLinea linear incandescent luminaire 
for continuous cove lighting and for sur: 
face mounting as a single unit. The ex- 
] aluminum chassis comes in three 
15 and in ry colors, with 
ind double angular 
reflectors. Custom lengths can be mite 
lesign ri ements, The 
sted for damp locations. 


şhting, Ocean, NJ 
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Ш Direct-indirect luminaire 
Reggianis direct-indirect Space Light has 
in adjustable aluminum reflector and is 
designed to accommodate a double-ended 
metal halide, HPS, or halogen lamp. Metal 
1alide models have a high-spectrum UV 
filter; HPS and halogen models have protec 
tive glass. The die-cast aluminum unit 
come! two standard and four metallic 
finishes. Direct-only and indirect-only 
versions and versions with combined 
sources are available. Reggiani USA Inc 
nation, New Windsor 
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Ш Low-profile flu cent 


NuTone’s LC Series compact fluorescent 


fixtures of durable bone white Noryl me INSTRUMENTS FOR LIGHTING 


sure 2 inches с 2 8 inches squ: 


Fiv ble models include styles for 


Pyramid, Cone and Trapeze, the newest shapes in lighting. These softly sculpted forms are designed to integrate 
i A Зе eco eckson the latest developments in lamp technology. Both Pyramid and Cone are available with Capris unique 

can be quickly snapped in and out Adjustabeam mechanism which makes it possible to tailor the light pattern to the size of the illuminated object. 
NuTone, ( nati, OH. MM For more information call or write for our free brochure and the name of your nearest Capri Lighting Distributor. 


or two 9-watt lamps and a pull-chain 
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Pavilion lighting evokes 
mystery of ancient Egypt 


Dramatic interplays of light and 
shadow evoked the mystery of an- 
cient Egypt for modern-day visitors 
viewing a 3000-year-old statue in a 
special pavilion at the Boston Mu- 
seum of Science. The Ramesses 
Pavilion was an outdoor structure 
designed to display the 57-ton, 24- 
foot-high granite statue of Pharaoh 
Ramesses II, which had once flanked a 
temple in Memphis, the ancient capi- 
tal of Egypt. In designing the pavil- 
ion's lighting, we wanted to focus 
viewers’ attention on the statue, the 
showpiece of a touring exhibition of 
ancient Egyptian artifacts. and let the 
pavilion assume the role of a stage set 
that echoed images of temples from 
Egypt's past. 

We wanted to use daylighting in 
the outdoor structure in ways not 
possible with indoor exhibits and to 
provide a different experience for 
evening visitors. We also wanted the 
lighting to add feeling to the visitors’ 
experience and make it memorable 
Finally, because the pavilion was a 
temporary building, we wanted to 
maximize the effectiveness of the light- 
ing system and yet keep costs to a 
minimum 

Our solutions were simple and 
straightforward, though there were a 
few customized details. To light the 
large centerpiece with enough inten- 
sity to create a sense of focus, we 
initially thought of using a track light- 
ing system because of its flexibility 


Daylight penetrates the pavilion 
through a steel framework support- 
ing the roof and through openings 
between freestanding columns. Fo- 
cus lighting on the statue of Phar- 
aob Ramesses II comes from PAR 
64 exbibit fixtures partially con- 
cealed in ceiling coffers. Tbe ceiling 
reflects ligbt from incandescent fix- 
tures inside tbe column capitals. 


Project: Ramesses II Pavilion 
Location: Boston Museum of Science 
Architect: E. Verner Johnson and Asso- 
ciates, Іпс.; George Adler. Lawrence 
Man, Jon Andersen, Richard Leaf. Brad 
Nederhoff, Carolyn Swett 

Electrical Engineer: Fales, Letendre 
and Ziobro, Inc 

Lighting Technician: David Freese, 
Boston Museum of Science 

General Contractor: Bond Brothers 
Inc 


Photos: ©1988 Lucy С 


However, in the final design, we used 
some of the museum’s theatrical-type 
PAR 64 exhibit fixtures to direct fo- 
cus light onto the statue and wash the 
wall behind it with a soft glow. We 
designed a series of 18-inch-wide, 16- 
inch-deep ceiling coffers to accommo- 
date recessed steel-pipe hangers and 
to partially conceal the fixtures. This 
gave the exhibit a neat, organized ap- 
pearance that minimized visual distrac- 
tions for viewers. 

The fixtures were wired to electri- 
cal raceways in several independently 
dimmed circuits. We aimed lights on 
the statue from its front and sides to 
emphasize its sculptural form and 
carved details. Lights behind the 
statue washed the back wall to mini- 
mize shadows and create an interme- 
diate level of light that framed the 
dominant view of the statue. Because 
access to the fixtures would have 
been difficult during the run of the 
exhibit, we included backup fixtures 
for use in case of lamp failure. 

We designed a structure with mini- 
mum enclosure to take advantage of 
daylighting for general illumination 
throughout the day. Though the colos- 
sus was protected by textured ply- 
wood pylons and a floating roof. 
direct sunlight could penetrate the 
clerestory-like steel framework and 
the openings between freestanding col- 
umns of !/2-inch-thick laminated fiber. 
The changing interplay of light and 
shadow on the statue and pavilion 
floor allowed the public to see the 
statue in a dramatic setting, just as it 
once was viewed in ancient Memphis. 

We created a strikingly different eve- 
ning atmosphere with an indirect light- 
ing system, To accentuate the separa- 
tion between the floating roof and the 
freestanding columns, we put a ring 
of eight incandescent fixtures inside 
each flared column capital. By dim- 
ming the lamps, we balanced the sub- 
dued indirect light with the focus 
light on the statue. The resulting dark 
silhouettes of the columns against the 
luminous ceiling reinforced the feel- 
ing of mystery within the pavilion 

To complement the interior light- 
ing, we placed an exterior accent 
light in front of cach entrance pylon 
Hidden behind plantings and aimed up- 
ward, these fixtures accentuated the 
rusticated walls of the pylons and 
added a ceremonial dimension to the 
visitors’ experience. We left the portal 
itself unlit so that the darkened en- 
trance enhanced the dramatic effect 
of the brightly illuminated colossus at 
the far end of the pavilion 

—Lawrence Man, AIA 


For product information, turn to page 62 
and see Manufacturers. 
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BE SEEN ІН THE BEST LIGHT 
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(T) THOMAS 


INDUSTRIES INC. 


ФЕНІЕ5 


DINICO PRESENTS 
HIGH-TECH CONTEMPORARY 
OUTDOOR FASHION 

TO THE YEAR 2000 


e DIECAST ALUMINUM 
CONSTRUCTION 

е POLYESTER 
POWDER COAT 
FINISH 

• POLYCARBONATE 
LENS 

• 7YEAR GUARANTEE 
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Ш Traditional lighting standards 
Ryther-Purdy's traditional Type T lighting 
standard is constructed of western re d ce- 
dar. The rustic design is particularly suited 
for condominiums, parks. parkways. shop 


ping centers and other large landscaped аг- 


eas. The standard is offered in three post 
sizes from 7 to 10 inches square with 
mounting heights from 14 to 40 feet. Vari 
ous arm lengths may be spec ified; plinth 
blocks to house a splice or transformer 
are optional. Ryther Purdy Lumber Com 
pany, Old Saybrook, CT 
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z Custom outdoor sconce 


Appleton Lamplighter manufactured this 
custom exterior sconce for а retail mall in 
Chicago. Jules Fisher and Paul Marantz 

Inc., designed the sconce. which is made 
of brushed stainless steel and polished 
bronze and has opal acrylic lenses. Apple: 
ton Lamplighter, Appleton: WI 
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Ш Fresnel lens luminaire 


Architectural Area Lighting's nautical-style 
Fresnel lens luminaire comes with a Lexan 
lens and accommodates a variety of HID 
lamps. The post or brac ket-mounted lumi- 
naire is offered with several finishes includ 
ing a solid copper top and bottom with 
solid brass rods. It is suitable for both exte 
rior and interior applications Architec 
tural Area Lighting, La Mirada, СА 
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Ш Spherical luminaire 

The pole-mounted L2644 outdoor lumi 
naire from ELA was designed by Paul 

Steel. Its Alzak reflector system prc xluces à 
70-degree horizontal cutoff, a decorative 
halo also glows at the top of the sphere 
The cast aluminum body has a baked poly 
urethane finish. The luminaire hc aids an 
acrylic or UV-stabilized polycarbonate lens 
and will accept a 150-watt HPS or 250 
watt metal halide lamp. A W all-mounted 
companion fixture 15 also available. ELA 
Company, City of Industry, СА 
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TWO LIGHT PATTERNS. 


WHICH IS BETTER FOR WALKWAY LIGHTING? 


he new Terralux® 

bollard from 
Holophane* solves а 
lot of walkway lighting 
design problems. 

The square distribu- 
tion pattern of Terralux 
—unique for a thin pro- 
file bollard—allows you 
to illuminate the entire 
walkway. And you can 
give it the most even, 
uniform lighting ever. 

This means that fewer 
bollards will be needed 
to do the job. The result: 
lower cost to start with 
and less maintenance 
over the years. 

The thing that makes 


Terralux special is that 
it incorporates a pris- 
matic glass refractor that 
does what no ordinary 
bollard’s optical system 
can do—shape light. 

That's how Terralux 
puts light where it's 
needed with very little 
glare. 

With a change of 
refractors. Terralux can 
also provide an asym- 
metric light pattern 
from pathside. 

Technical innovation 
isn't all that makes 
Terralux special. Its 
design does, too. The 
vertical reveal and 
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mitered topcap add a European 
flair that sets it apart from other 
bollards. 

Just as its performance does. 

Learn more about the Terralux 
bollard by contacting your local 
Holophane representative or Al 
Warner, Holophane, 214 Oakwood 
Avenue, Newark, Ohio 43055. 
(614) 349-4116. 
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LEADER IN LIGHT CONTROL 


E 


Є 


Model #502 
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Landscape and area lighting 


Ш Light shield 

Nightscaping has introduced the Eyebrow 
optional shield for its Pro-Liter series of 
exterior fixtures. Positioned on any of the 
fixture's four sides, the 3-inch-deep shield 
directs light where the designer wants it 
while limiting the visibility of the light 
source. It is shown here on a Stylist fix 
ture with the low-profile canopy mounting 
option. Nightscaping, division of Loran 
Inc., Redlands, CA. 
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Ш Flagpoles 

Ryther-Purdy offers a selection of flagpoles 
made of western red cedar, the same 
wood as the company's lighting standards 
and fixtures. Available in heights of 15, 20 
and 25 feet, the tapering octagonal poles 
are provided unfinished, stained gray, or 
stained white. Ryther-Purdy Lumber Com- 
pany, Old Saybrook, CT. 
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building facade. Light reaching the drive- 
way outside the canopy area could reduc 
the number of pole-mounted perimeter f 
tures required. Holophane, Newark, OH 
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The high-performance Park Avenue lumi- 
naire from Lighting Systems provides uni- 
form e-free illumination for parking 
1 ation-grade unit 
comes in versions for HPS, metal halide, 
and deluxe mercury vapor lamps. Its two- 
> housing is available in steel and 4 

minum. Four mounting options and five 
reflector systems are available. Lighting 
Systems Inc., Cincinnati, OH 
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Ш Pastel finishes 

nico Products offers four pastel finishes 
among its 12 standard finishes for exterior 
lighting equipment. The rose, blue, green, 
and tones are inspired by the natural 
environment. All have a protective coat of 

r acrylic lacquer. The rose-finished fix- 

ture shown here is the model PUD 8020 
from the Forum series 8000, mounted on 
a 3P pole. Dinico Products Inc., Hac 
ensack, NJ 
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LUMIERE, KNOWN FOR ITS DESIGN LEADERSHIP, IS 


NOW INTRODUCING A FULL LINE OF LOW VOLTAGE, 


OUTDOOR ARCHITECTURAL LIGHTING. 


А __ 7 


FOR MORE INFORMATION, CIRCLE BELOW 


OR CALL: (818) 991-2211 a^ 


W Landscape fixture 

Hinkley Lighting offers a garden-walkway 
fixture for a 75-watt source. The fixture is 
finished in weathered copper and comes 
with a mounting pipe. Hinkley Lighting 
Cleveland, OH 


Circle 112 


Ш Service-station fixture 
Holophane has introduced the VisuaLite, 
an HID fixture for service-station canopy 
lighting applications. A tapered injection- 
molded acrylic lens provides elongated 
light distribution and high vertical foot- 
andle levels; the result is bright lighting 
of gasoline pumps, signage, displays, and 


NS Lumiere 


Design & Manufacturing, Inc. 
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Shakespeare Fiberglass Poles... 


NO RUST! 
Unlike 
steel, 
Shake- 
speare 

fiberglass 

poles are 
impervious to 
moisture. They 
need no paint, special treatment, 
or protection to stand against the 
harsh environment for years... 
maintenance free! 


NO COR- 
ROSION! 
Shakes- 
peare 
fiberglass 
lightpoles 
will not 
corrode above 
or below 
ground. Unlike aluminum, fiber- 
glass is oblivious to salt air and 
adverse soil conditions that cause 
deterioration. You get the option 
of cost efficient direct burial 
installation plus the assurance 
of a like-new appearance for 
generations. 


NO ROT! 
Even as 
you read 
this, there 
is wood... 

treated, 
painted, or 
unprotected... 
rotting above 
and below ground. NEVER Shake- 
speare fiberglass lightpoles! 


NO CON- 
CRETE! 
Direct 


speare 

fiberglass 
lightpole in 
just three easy 
steps: dig a hole, insert the pole, 
backfill and tamp. The exclusive 
flarred bottom prevents twist and 
pull/out while the lightweight 
characteristics of fiberglass 
construction eliminates expen- 
sive concrete foundations. 

But, if your need is above 
ground installation, select from 
Shakespeares standard line of 
Anchor Base lightpoles. 


NO HEAVY 
EQUIPMENT! 
Light- 
weight 
means 
easy hand- 
ling. Most 
installations 
can be handled 
by one or two people, significantly 
reducing installation costs. For 
extremely long poles, leverage, 
not weight, is the only factor that 
requires heavy equipment. 


NO BREAK- 
AWAY 
BOLTS! 
High 
strength 

construc- 

tion resists 
chipping, 
scrapes, 
bumps, bangs, and will not dent. 
For breakaway installations, 
Shakespeare fiberglass lightpoles 
can be supplied to satisfy FHWA 
requirements without expensive 
breakaway bolts. 


NO BRUTE 
STRENGTH! 
Pick it up. 

It's light- 
weight. 
Shakespeare's 
18’ pole, for 
example, weights 
as little as 39 Ibs. 
Shoulder carry it to the hole and 
place it in the ground. Only light- 
weight Shakespeare fiberglass 
lets one person do the work of 
many. 


NO ON-SITE 
PAINTING! 
All poles 
arrive 
ready to 
install. The 
exclusive 
Shakespeare 
fiberglass 
construction process impregnates 
color throughout the pole wall and 
finishes each witha highly weather 
resistant, matching polyurethane 
coating to assure years of 
lusterous, maintenance free 
service. 


NO ELECTRI- 
CAL SHOCK! 
Because fi- 
berglass is 
non-conduc- 
tive, Shake- 
speare poles 
are the positive 
pool and lakeside 
lighting alternative that guard 
against accidental electrical 
shock from grounded out fixtures 
or faulty wiring. Why risk the 
liability? 


Right For All The (^ Reasons! 


RE 


ELECTRONICS AND FIBERGLASS DIVISION 
PO Box 733, Newberry, SC 29108 
TEL: (803) 276-5504 


Send for your Free, 
full line 1989 
ShakespeareFiber- 
glass Lightpole 
catalog today...It'll 
do you good! 


H 


A an Anthony Industnes compan 


© 1989 The Shakespeare Co 


Toll Free: (800) 845-7750 
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Built For 
Performance 


Landscape and area lighting 


W Step light 

Step by Step is a new glare-free, recessed 
stcp light from Poulsen Lighting. Designed 
by Ole Bruhn, Torben Rix, and Leif 

Jensen, it accommodates а 5-watt compact 
fluorescent lamp in a baked matte white 
enamel housing 8'/2 inches high, 3 inches 
wide, and 6 inches deep. Poulsen Lighting, 
Inc., Miami, FI 
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B Flexible area lighting 

Compact Greenbriar Series luminaires 
from Lighting Systems offer flexibility and 
aesthetic appeal for applications that re- 
quire low-level landscape lighting applica- 
tions, such as parks, walkways, and town 
squares. Four lens options and seven distri- 
bution patterns are available. Lighting Sys- 
tems Inc., Cincinnati, OH 
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acrylic. Lumiére Design & Manufacturing, 
Inc., Westlake Village, CA 
Circle 115 


Ш Outdoor fixture 


Cambria is a versatile, low-voltage outdoor 
lighting fixture from Lumière. Its hydrau- 
lic compression-type swivel fitting locks 
into a watertight position when its adjust- 
ment screw is tightened. The fixture has 
O-ring seals at the lens and where the 
front and rear bezels join; it accommo- 
dates a 20-watt MR11 or MR16 lamp. 
Lumière Design & Manufacturing, Inc 
Westlake Village, CA. 
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Ш Colored concrete poles 

CPI Concrete Products offers prestressed 
concrete light poles up to 65 feet high in 
14 colors and exposed aggregate finishes. 
The colors are blended with the concrete 
for a permanent finish that requires no 
paint and neither peels nor rusts. Bollards 
arc available to match any pole color or fin- 
ish. CPI Concrete Products, Memphis, TN 
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Introducing Eight New 
Solutions To The Field Of 
Architectural Lighting 
Requirements. 


Ш Circular area luminaire 


Lighting Systems offers the Hilton Series 
area luminaire, which has a distinctive 
grooved inlay on both the circular lumi- 
naire and its bracket. Versions are avail- 
able for a variety of lamps, including a 


W Miniature bollards 


Lumiére has introduced the Tahoe family vertical-burn high-output metal halide 
of miniature bollards, which are each 6 to Lighting Systems Inc., Cincinnati, OH 
= 10 inches high. A low-voltage halogen Circle 118 


2 lamp illuminates the fixture crown, ma- 
Circle 37 chined from a solid rod of UV-stabilized 


Ш HID cylinder | 
Paramount's heavy-duty HID Cylinder Lite 
is designed for such applications as air- 
ports, malls, corridors, lobbies, and mass 
transit stations. It can be surface, chain, or 
stem mounted and is constructed of 18- 


gauge zinc-coated steel with a baked 
enamel finish. Unfinished stainless steel 
models are also available. Paramount Indus- 
tries, Inc., Croswell, MI 
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Ш Vandal-resistant globe 

The vandal-resistant L2944-2 outdoor lumi- 
naire is part of ELA's contemporary series, 
designed by Paul Steel, A clear or white 
seamless globe of polycarbonate or 
acrylic, 14 inches in diameter, rests in a 
cast aluminum guard. A guard that fully 
encloses the globe is optional. The unit 
accepts a 100-watt metal halide or HPS 
lamp; a refractor is standard with the clear 
globe. Wall-mounted units and larger sizes 
are available. ELA Company, City of Indus- 
try, СА. M 
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REPRINT 
SERVICE 


Reprints of all articles published in 
Architectural Lighting are available 
exclusively through Aster Marketing 


Services 


Landscaping 
with Lighting! 


Reprints can be used effectively to 


broaden your exposure, enhance your 


marketing and educational programs, or 3 ! = The “Junior Jefferson” 


promote your product or services. A 22 enhances апу low level 
| x lighting site. Custom 


For further information on volume orders, y А selected Western Red Cedar 

. is kiln dried and fabricated 
with care. Direct burial or 

AS TER i wall mounted. Wide selection 

PUBLISHING ^ of globes for incandescent to 

CORPORATION 554 ; “| 60 watt. 

МАНКЕТІМС 

SERVICES 


please contact 


Write on letterhead for 
catalog of wood lighting 
standards and accessories. 


Ryther-Purdy 
Lumber Company, Inc. 


174 Elm Street 

Р.О. Box 622 

Old Saybrook, СТ 06475 
Phone (203) 388-4405 


Lighting Standards * Fixtures 
Guide Railings * Benches 
Custom Millwork * Signs 
Trash Receptacles 
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TrimbleHouse 


Manufacturers of Architectural Lighting 
Since 1962 


4658 S. Old Peachtree Road O Norcross, Georgia 30071 
O Toll-Free 1-800-241-4317 O In Georgia 1-800-243-9393 or 404-448-1972 


Underground Atlanta. 
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A little sparkle goes a long 


way in marble lobby 


The renovation architects for Atlanta’s 
Colony Square lobby replaced dull, 
dark tile with highly reflective gran- 
ite, glass, and veined marble. Lighting 
designer Ramon Noya knew he would 
have to be careful to avoid undesir- 
able fixture reflections on all those 
shiny surfaces. But after specif; 
rect sources for the primary lighting 
system, he decided to put some of the 
reflection back in. As he explains, "a 
reflective and shiny surface needs to 
have reflections or else we cannot tell 
that it's reflective! So one of the de- 


sign ideas was to make this a shimmer- 


ing, gleaming space." 

To create the indirect lighting sys- 
tem, Noya mounted fluorescent lamps 
on high marble shelves supported by 
a freestanding colonnade. A 2-inch 
gap between shelving and wall reveals 
uninterrupted planes of marble. Inside 
the tray, the fluorescents fit within 
the jungle of metal brackets that hold 
the marble in place 


The designers could have chosen in- 


candescent lighting to illuminate this 
elegant space, but they chose not to 
for reasons of economy. In addition to 
the higher electricity consumption 
and shorter lamp life of incandes- 
cents, the heat they generate is also a 
factor in the hot, humid Atlanta cli- 
mate. The energy-efficient fluores- 
cents in the Colony Square lobby stay 
on around the clock 

But the designers were not will- 
ing to pay the penalty of flicker — a 
common problem with conventional 
fluorescents. "Normally, fluorescent 
sources have a little flicker that you 
can just pick up slightly with periph- 
eral vision," Noya says. This would 
have spoiled the beauty of the materi- 
als. So he chose electronic ballasts for 
the primary lighting system. Because 
they operate at 25,000 cycles instead 


of the conventional 60, there is no per- 


ceptible flicker. Noya says, "These bal- 


lasts give a seamless, very creamy qual- 


ity to the light." 
Having eliminated the annoyances 


of fixture reflection and flicker with in- 


direct lighting and electronic ballasts 
Noya decided that in order to express 
the reflective quality of materials, he 
would have to add some source of re- 
flection. He used three kinds of incan- 
descent fixtures to create this effect: 


Project: Colony Square lobby 
Location: Atlanta, Georgia 

Client: Cousins Properties Inc 
Architect: Thompson, Ventulett & 
Stainback; Paul Duckwall, Jeff Hen- 
drick, Sheri Raiford 

Lighting Designer: Ramon A. Nova 
Ramon Luminance Design 

Photos: Gabriel Benzur, Inc 


ng indi- 


small low-voltage pinhole fixtures in 
the ceiling, lights in the column capi- 
tals, and downlights for an etched 
glass sculpture. Together, although 
they add only one or two footcandles 
to the ambient light level, they create 
twinkling highlights on the floors and 
enliven the lobby space. When the 
automatic clock timer shuts off all but 
the fluorescent lights at closing time, 
Noya says, the change is remarkable. 
"The space goes dull — which is inter- 
esting, because that's what we theo- 
rized would happen. It's as if all the 
life goes out of it." 

The columns are, in effect, decora- 
tive lampposts. Inserted in their capi- 
tals are frosted glass panes backlit 
with 20-watt MR16 lamps that pro- 
duce a crystalline twinkle, visibly re- 
flected on the floor. 

Prominently displayed in the lobby 
is an etched glass sculpture, perma- 
nently sealed in a glass case to keep 
dust out. Above the case are two 
dimmed rows of 50-watt narrow spot 
MR16 downlights. Reflections from 
this beautiful piece make it a light 
source in itself. 

A plaster dome above the elevator 
lobby is uplit with concealed fluores- 
cents. Like all the other painted sur- 
faces, its color was selected in the 
field, after the lighting and finish mate- 
rials had been installed. The designers 
wanted to make sure they understood 
the interactions between the light 
sources and the materials before 
choosing paint colors. With this de- 
grec of fine tuning, they were able to 
select a warm cream color that would 
be compatible in practice — as well 
as in theory — with the surrounding 
lobby materials. 

The combined effect of this color 
selection, the indirect lighting, and 
the color temperature of the lamps 
(3100K) is ambient lighting that is 
warm and soft, even though stone and 
glass are normally considered to be 
cold, hard materials. Noya explains 
that this has an important psychologi- 
cal effect on people who use the 
spacc. "The light gives a soft quality 
to their complexions,” he says; people 
feel better about themselves when 
they see others around them "whose 
faces are soft and warm and glowing," 

Soft, warm, and glowing is perhaps 
the best way to describe the Colony 
Square lobby itself. It’s a successful 
blend of the softness of indirect 
sources with the sparkle of direct 
light on polished stone 

--Вагһага-)о Novitski 


For product information, turn to page 62 
and see Manufacturers. 


Which comes first 


an electronic ballast you can depend on™ 
or energy savings you can crow about? - 


Ballastar? electronic ballasts lower 
lighting energy costs by a significant 
degree... up to 36% in most applications. 

Our light-level switching ballast can 
raise that to as much as 5096. 

Compound those savings 
with an average ballast «s 
life twice that = 


of conventional ballasts and Ballastar 
becomes a very valuable investment... 
with a very short payback time. 

Ballastar electronic ballasts have 
been proving themselves for years... in 
schools and universities, office buildings, 
banks, hospitals, retail stores, shopping 
centers, restaurants and factories. 


| Magnelek 
Triad 


- 


So for savings and reliability you can 
crow about in new or renovated 
buildings or as retrofit or replacement 
of existing ballasts, get the details on 
Ballastar electronic ballasts. 

Call us at (219) 356-7100. 
Orwrite 1124 E. Franklin 
St., Huntington, IN 46750. 


We're making MagneTek 
, thenew first name Р 
in electrical equipment. Circle 40 
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B Edge-lit exit sign 


Lithonia's Precise 


"dge-lit exit sign has 
injection-molded letters and a wedge- 

a shaped acrylic panel that provides clear 
7 visibility and uniform illumination. Its 

»- solid extruded aluminum housing trim fits ` 
x flush to the mounting surface; the rough- 

in section is fully recessed. Emergency X 

models have maintenance-free nickel cad 

mium batteries. The sign accepts one or 

two 8-watt T5 fluorescent lamps. Lithonia 


Emergency Systems, division of Lithonia & EA 

" | > >» =, 

| Lighting, Conyers, GA N ” % 
ml! Circle 121 X 


Ш Electronic ballast 

Thomas Industries has announced a totally 
electronic fluorescent ballast that has a 
regulated constant-wattage output. Accord 
ing to the manufacturer, the ballast pro- 
vides safer, more reliable lamp start-up 


Ш Coated high-output lamps 
Shat-R-Shield has introduced double- 

| coated, high-output fluorescent lamps. If a 
lamp is broken, the heat-resistant coating 


EMERGENCY 
LIGHTING 


Yorklite's sleek A2 series gives the designer a new option 
in emergency lighting— 


STYLE. 


Available in different colors to suit your decor. 
The A2 meets UL & OSHA standards. 
For better consideration of your lighting needs: 


ҮОНІКШТЕ 


Р.О. Вох 19425 
Austin, Texas 78760 
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| — layers of Surlyn plastic and Teflon — 
will contain broken glass. mercury, and 
phosphors, minimizing potential hazards 
in industrial and commercial applications. 
The lamps meet FDA, USDA, and OSHA 
requirements, according to the manufac- 
turer. Shat-R-Shield, Inc., Salisbury, NC 


| Circle 122 


Ш HPS accent lamps 

Philips Lighting has introduced the White 

Son family of high pressure sodium lamps 
| for display and accent applications. The 

lamps provide a warm, incandescent-like 


color with low ultraviolet emissions and 


| exceptional color rendering properties, ac 
cording to the manufacturer. Operated on 


an electronically controlled ballast with a 


built-in igniter, the design maintains a high 


degree of color stability throughout the 
10,000-hour lamp life. Available wattages 
are 35, 50, and 100, with initial lumen 
outputs of 1250, 2300, and 4700, respec 
| tively. The lamps arc recommended for 


general lighting, task lighting, and merchan 


dise display lighting. particularly in florist 


shops, museums, atria, and lobbies. Philips 


Lighting Company, Somerset, NJ 
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and longer lamp and ballast lives, yielding 
up to 40 percent savings over the life of 
an installation. Low input line voltage will 
not reduce the overall light levels of fluo- 
rescent fixtures using the ballasts. Thomas 
Industries Inc., Louisville, KY 
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Honeywell 


Ш Combination sensor 
Honeywell's wall-mounted occupancy sen- 
sor features two different sensing technolo- 
gies. A passive infrared occupancy sensor 
ed by mo- 


recognizes body heat gene 
tion, and a photosensor detects ambient 
light. The occupancy sensor has a program 
mable time delay; the photosensor can be 
set to switch lights on and off in response 
to daylight levels. Honeywell Inc., Build- 
ing Controls Division, Golden Valley, MN 
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GE IS THE LIGHT THAT DELIVERS BIGGER 


LIGHT 
WW 


GE Performance 
Plus" Halogen PAR 
lamps put design flexi- 
bility into the spotlight. 
And the flood. 

GE Halogen PAR lamps are 
now appreciably smaller. So your 
number of display lighting options 
is now appreciably bigger. 

One such option: Specify GE 
Performance Plus" Halogen PAR20 


C-906 


ING PUNCH FROM A SMALLER LAMP 


narrow 


75R30 reflector spots 
and deliver three times the dis- 

play light on a third less energy 
from smaller, less obtrusive fix- 
tures. Flicker-free light that's whiter 
and crisper for dramatically 
enhanced colors. 

More light, less energy, better 
colors, smaller fixtures, original de- 
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spots instead of 


sign or retrofit. With GE's family of 
diode-free Performance Plus" Hal- 
ogen PAR spots and floods, your 
options keep adding up. 

For more information, call GE's 

SpecLine toll-free at 
800-523-5520. 
GE is Light. 


GE Lighting 
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Ш Teflon-coated lamp 
Incandescent lamps from Shat-R-Shield 
have a Teflon coating that forms a protec- 
tive envelope when a lamp is struck or 
dropped. The coating resists breakage 
from the thermal shock of rain and snow, 
hot and cold liquids, and even hot weld 
spatters. Resistant to chemical contamina- 
tion and degradation, it keeps its integrity 
and clarity over the life of the lamp. Shat 
R-Shield, Inc., Salisbury, NC. 
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Ш Color-matched metal halide 
lamps 

Sylvania Metalarc low-wattage metal halide 
lamps feature a design that controls color 
shift over lamp life, so the aesthetic bal- 


Look above your head. Are there fluorescent lights in your 


aie R T x 3 4 4 | ance оға lighting design can be more con- 
? -of- de g desig 

building? If so, you could start putting thousands of dollars time of day scheduling to avoidance of pea demar d charges, sistent over time and not experience signifi- 

back in your pocket. this system gives you lighting control strategies to meet your cant color shifts by an individual lamp or 
Honeywell Buildin specific requirem ) group of lamps. Nine types аге available 
d Х Е peu ents : double-ended, clear medium-base, and 

Controls Division has And with an average payback of less than 2 years you'll be coated medium-base bulbs in wattages of 
created an energy-saving giving yourself that bonus before you know it. 75. 100, and 150. The medium-base lamps 
Ре | have а matched color temperature of 
lighting control system See for yourself how much money you can save. Call toll free 3200K ati colbr rendering index 0265 
that can cut your 1-800-345-6770 ext. 758 for more information or a free GTE/Sylvania, Danvers, МА 
fluorescent lighting demonstration. Circle 127 
costs by as much as 


40%. This is a proven 
control system, designed and built by Honeywell, the leader in Honeywell 
control technology for more than 100 years. HELPING YOU CONTROL YOUR WORLD 


© Honeywell, Inc. 1989 
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PureBrite" lighting sheet 


Controlled iridescence at an affordable price 
for lighting equipment manufacturers 


Introducing PureBrite)” the 
durable anodized aluminum lighting 
sheet that helps lighting equipment 
manufacturers build superior 
fixtures with high light output at a 
low energy cost. PureBrite controls 
the objectionable iridescence that 
occurs when high efficiency lamps 
(tri- phosphor) are paired with 
traditional Coilzak ® louvers. 


PureBrite™ 


From the Coilzak Family of Products 


PureBrite, the newest member 
of the Coilzak family of products, is 
manufactured using highly 
specialized aluminum sheet which 
is chemically brightened and 
anodized in a carefully controlled 
process. This combination of 
special sheet and finish is the key 
to iridescence control and yields 
outstanding durability, appearance 
and economy. 


PureBrite products are available 
in specular and semi-specular 
finishes and will resist corrosion, 
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abrasion and loss of reflectance. 
Alcoa warrants that performance 
for a full 25 years. 


For more information about 
PureBrite, call your local Alcoa 
sales office or write to R.K. Gage, 
Alcoa Sheet & Plate Division, PO. 
Box 8025, Bettendorf, lowa 52722. 


ЗА СОА 
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BetaLux-E" BetaLux-E is the direct 
descendant of the product 
that started the self-lumi- 
nous lighting industry. It is 
the specifier's sign of 

ice for quality, depend- 


ability, safety, styling and 
simplicity of design. 
Thenext time you specify 
exit signs, specify Beta- 
Lux-E. Sleek. Cordless. 
Self-illuminating. 
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Call 1-800-552-0098, FAX 
(919) 768-7720, or write: 
SRB Technologies, Inc. 
2580 Landmark Drive 
Winston-Salem, NC 27103 
51989 SRB TECHNOLOGIES, INC. 
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ELIMINATE 
HAZARDS 
( IN YOUR 
|4 LIGHTING 
MAINTENANCE 


JOSLYN Brings the 

Fixture to You! 

* No Climbing 

* Automatic Disconnect 

* Automatic Re-connect 

* Fixture Positioning is 
Maintained 

• Easy Cleaning 

* Simple Lamp 
Replacement 


Whereverfixture height creates 
problems, Joslyn Lowering 
Systems (Thompson Hangers") 
are your solution. Available for 
surface mounted, flush mount- 
ed, hanging or bracketed fix- 
tures. No expensive manpower 
required. Economical to in- 
stall, inexpensive to maintain. 
Eliminate scaffolding, ladders, 
catwalks, special equipment. 
Write or call today! 


JOSLYN 


CORPORATION 


Phone: 216/271-6600 
4000 East 116th Street 
Cleveland, Ohio 44105 
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Extremely quick and easy to install 
for both new and retrofit appli- 
cations, Amecon's new line of 
Wtectural chokes essentially 


eliminate noise in dimmers, lamps 
a ixtures. The chokes аге 
professionally packaged to dra- 
maticolly reduce installation time 


New Packaged Chokes Offer 
No Noise In No Time... 


as they mount to standard re- 
cessed fixtures, remote areas and 
wall boxes. They're built with high 
temperature, high impact, fire re- 
tardant UL recognized materials. 
Attractively priced, they're rated 
at 50 and 75 watts at 12 volts, and 
400 to 750 watts at 120 volts. 


| CONFIG. DIA. HEIGHT WIDTH DEPTH MTG. 
CIRCULAR 2 1-3/16” Centerhole 
| 15/8 13/2" Centerhole| 
1-1/2 1/47 Centerhole 
| SQUARE 2-3/32"  2-3/32" 133/32" Vert/Horiz 
ARCH 1-3/8 1.3/8 3/4 PCB/Vert 


Applications a: 


= т 
Ay 


ecommended for all types of architectural light 
dimmers: accent, decorative, display, and nearly anywhere a noise 
rejection system is required. Call or write for new Technical Bulletin/ 
Selection 5 Design Guide ALC-0689. 


5 МЕГПМ Quality Magnetics & Electronics 


Amecon, Inc., 1900 Chris Lane, Anaheim, CA 92805 
TEL: (714) 634-2220, FAX: (714) 634-0905 
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W Triphosphor fluorescents 
Staybright XL lamps provide higher light 
output and longer life than any of GE's 
other 40-watt fluorescent lamps. The 4- 
foot lamps аге offered in all six of the com- 
pany's triphosphor colors and offer excel- 
lent lumen maintenance. They have 
rated life of 24,000 hours at 3 hours per 
start — a 20 percent improvement over 
standard lamps. GE Lighting, Cleveland, 
OH 
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Ш Coated lamps 

Shat-R-Shield's fluorescent lamps are 
coated from end to end with flexible 
Surlyn plastic, which resists punctures and 
abrasions and has high impact strength. 
The coating prevents contamination of 
employees, workplace, product, and pro- 
cess in case a lamp is broken. The single- 
unit lamps replace the conventional assem- 
bly of standard lamp, sleeve, and end caps. 
Shat-R-Shield, Inc., Salisbury, NC. 
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Ш Electronic ballasts 

Ballastar electronic ballasts can be speci- 
fied for three-lamp lighting fixtures that 
are 2 to 5 feet long, or for linear applica- 


Mark Segal 1989 


ADD 


Mark Segal 1989 


THE LOW 
WATTAGE 
METAL HALIDE 
ADVANTAGE 


Quality of light. Quantity of 


light. Economy of light. All are 


important in an illumination 


package. But it’s frequently 


difficult to provide all three 


without compromise. Enter 


low wattage metal halide 


lighting which combines the 


best in quantity and quality of 


light with energy economy. 


E 
N 
| 
y 
1 
E 


| Lighting has dramatically 
increased the breadth of its low wattage 
metal halide product family. 


Lighting specifiers now have an opportu- 
nity to combine high levels of illumination 
with good color rendition, while reducing 
total operating costs in exterior and 

interior lighting applications. 


For high quality lighting, add Venture 
Lighting to your list of low wattage metal 


halide lamp suppliers. 
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70 Watt Metal Halide 
Lamp Shown Actual Size 


ҮШ 


VENTURE LIGHTING 
INTERNATIONAL 

625 Golden Oak Parkway 
Cleveland, Ohio 44146 
1-800-338-6161 
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tions with 6 to 15 feet of lamps per bal- 
last. The UL-listed ballasts can reduce 
energy usage by nearly 40 percent in such 
applications, according to the manufac- 
turer. Their minimum start-up tempera- 
ture is О°Е, MagneTek Triad, Huntington, 
IN. 
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Ш Contact unit 


Lowering Systems offers the SCU-2 contact 
unit, which raises and lowers indoor lumi- 
naires for floor-level servicing. It lifts loads 
up to 150 pounds and can be used with 
pendant- and surface-mounted luminaires 
in buildings with flat or sloping ceilings 
and in structures with false ceilings. A 
modified version lifts loads up to 1100 
pounds. Accessories allow the device to 
be used in dustproof and waterproof instal- 
lations and in highly corrosive environ- 
ments. Lowering Systems Inc., North- 
brook, IL. 
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W Inverter ballasts 

Series K Tran-Bal inverter ballasts from 
Bodine will operate fluorescent lamps 
from a DC power source. Six models oper- 
ate a variety of lamp sizes and run on in- 
put voltages of 12 or 24 volts DC. The 
manufacturer recommends the ballasts for 
applications involving computer scanners, 
copiers, food processing, and laboratory 
equipment, and for motor vehicle, solar- 
powered, and wind-powered lighting. The 
Bodine Company, Collierville, TN. 
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® seajé the 
O/TSC) 


Pont® Surlyn 


y, . 
ri teel ring seaming system prevents the 
Teflon® and Surlyn® from separating when the 
lamp is broken. 3 е 


A tough, flexible DuPont* 
Teflon? polymer seals the cathode 
ends of the lamp where the 
greatest heat is generated. The 
coating is clear and will remain 
unchanged over the rated life 
of the lamp. 


The durable coatings overlap the metal ends 
eliminating the risk of separation when the lamp 
is broken. 


Why waste valuable time specifying sleeves 
and end caps? 

SHAT-R-SHIELD Plastic-Coated Lamps pro- 
vide the protection you need with uncompro- 
mised lighting efficiency, reduced inventory 
requirements and minimal maintenance. 

This translates into a safe lighting system 
that simplifies your job and saves money for 
your clients. 

Available in a full 
range of Fluores- 
cents, High Outputs 


© Copyright 1989 Shat-R-Shield, Inc. 


"9 


The skin-tight coating will not 
yellow, crack or craze with age. There 
is no air space where dust and oils can accumulate 
and reduce light output. All glass, phosphors and 
mercury are contained within the coating when the 
lamp is broken. 


and Incandescents, SHAT-R-SHIELD lamps are 
presently providing protection to food processing 
plants, cafeterias, restaurants, supermarkets, 
hospitals, schools, cosmetic and pharmaceutical 
plants, nuclear facilities, bakeries, dairies, gov- 
ernment installations, employee work stations, 
high-tech clean rooms and a host of other safety- 
committed areas. 


When your design calls for safe lighting, 
specify SHAFR-SHIELD. The safest and simplest 
form of lamp protection money can buy. Call or 
write today for our FREE, full color brochure. 


® DuPont, Surlyn and Teflon are registered trademarks 
of E. |. DuPont de Nemours & Co., inc. 


® SHAT-R-SHIELD is a registered trademark of Shat-R-Shield, Inc. 


PF  sheat-r-shieic; inc. 


ң 116 Ryan Patrick Drive, Salisbury, NC 28144 
Tel. 800-223-0853 or 704-633-2100 FAX: 704-633-3420 
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Ш Reflective sheet 

PureBrite lighting sheet was developed by 
Alcoa to help lighting fixture manufactur- 
ers reduce the iridescence that may occur 
with high-efficiency triphosphor lamps. 
Spectral emissions from these lamps may 
interact with an oxide coating, causing iri- 
descence, the company reports. PureBrite 
uses a special manufacturing and finishing 
process to modify the optical path and re 
duce objectionable coloring. It is available 
in specular and semispecular finishes and 
carries a 25-year warranty. Alcoa Sheet 
and Plate Division, Bettendorf, IA 
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Many commercial/industrial/institutional buildings require emer- 
gency lighting. In these applications, specify emergency lighting that pro- 
vides safety, convenience and code compliance - without detracting from 

attractive lighting designs. 
Bodine's unobtrusive emergency pr 
ucts are installed inside or adjacent to a 
fluorescent fixture, ensuring the visual 
integrity of even highly sophisticated 
interior designs. 
The result: emergency lighting that 
doesn't look like emergency lighting. 
Problems with occupant panic, vandal- 
ism and installation of wall-mounted 
auxiliary lighting are eliminated. 
Send for a FREE brochure with 
b [ e» | сі i m e application, operation, installation and 
complete specifying information. 


The Bodine Со. - 236 Mt, Pleasant Road » Collierville, ТМ 38017-27 (901) 853-7211 
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| B Fluorescent lamps 
| Advantage X 40-watt T10 fluorescent 
lamps from Philips Lighting produce 3700 


initial lumens, 17 percent more than the av- 


| erage for standard F40 cool white lamps. 
Their rated average life is 24,000 hours — 
4000 hours longer than that of standard 
F40s — and their color rendering index 
of 80 compares favorably with other high 
color rendering lamps. The T10 tube, 
smaller than the Ғ40, makes the lamps 
easy to install in tight fixtures. They сап 
operate on all standard 40-watr rapid start, 
preheat, and electronic circuits. Three 
color temperatures are available: 3000K, 
3500K, and 4100K. Philips Lighting Com- 

| pany, Somerset, № 
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WB  Super-efficient PARS 

GE's Halogen-IR PAR 38 lamps are the first 
commercially available lamps to use the 
company's special infrared coating, which 

| makes halogen lamps substantially more ef- 
ficient. The multilayer optical film coating, 
applied to a precisely shaped filament 
tube, allows visible light to shine out 
while reflecting infrared rays back onto 

| the filament. The 60-watt Halogen-IR spot 
lamp uses 60 percent less energy than а 
standard 150-watt PAR spot, produces 27 
percent more light, and projects a beam 
that is one-third cooler. A 60-watt flood, 
100-watt spot, and 100-watt flood are also 
available. GE Lighting, Cleveland, OH 
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Ш Compact fluorescent 

The Smartlight 18-watt compact fluorescent 
medium screw-base lamp from Philips Light- 
ing produces the same amount of light as 

а 75-watt incandescent. It can save custom- 
ers $50 over the life of the lamp and lasts 
about five years when burned six hours a 
day, according to the manufacturer. Philips 
Lighting Company, Somerset, NJ. 
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Ш Parabolic louvers 

A.L.P.’s Hexabolic 2 parabolic louvers have 
interlocking hexagonal cells measuring */4 
by 4/4 by 1/2 inch that are integrally molded 
into a single, structurally rigid plastic сіс- 
ment. The injection-molded louvers are 
made of acrylic or polystyrene, have a highly 
specular, vacuum-metallized coating, and 
come in three standard sizes. A.L.P. Light- 
ing & Ceiling Products, Inc., Chicago, IL. 
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Ш Edge-lit exit sign 

Lightalarms offers a recessed edge-lit exit 
sign with a polished, engraved acrylic 
panel. The signs, lit by concealed 8-watt 
F8T5 fluorescent lamps, are available in 
AC-only and self-powered models. The 
latter have a sealed nickel cadmium bat- 
tery and an inverter ballast. The signs are 
available in several mounting styles; panels 
and trim plates come in a variety of col- 
ors. Lightalarms Electronics Corporation, 
Baldwin, NY. E 
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Decorative 
luminaires 


Decorative luminaires are featured 
on pages 16-27 


Ш illuminated sculpture 
The Tulip illuminated sculpture can 
function as accent light, backlight, 
downlight, or reading light. It ac- 
cepts a 75-watt R lamp or halogen 
lamp; its base takes a 7- or a 15- 
watt source, Ronald Reyburn Light- 
ing Design, Long Beach, CA. 
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W Ceramic sconces 
Saxe-Patterson’s Ziggurat ceramic 
sconces are available in nine 
styles and 10 finishes. A brochure 
includes specifications, drawings, 
and finishes for all models. Saxe- 
Patterson, Taos, NM. 
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Product Literature 


Ш Church lighting 

A 24-page color catalog illustrates 
18 traditional styles of matching pen- 
dants, wall brackets, and ceiling- 
mounted luminaires for churches. It 
also includes downlights, accent 
lights, and accessories. R.A. Man- 
ning Company Inc., Sheboygan, WI 
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Ш Prairie-style luminaires 
The Sonneman Design Group 
designed Maxim's collection of 
pendants and surface- and wall- 
mounted luminaires with ribbed 
glass panels, which were inspired 
by the Prairie Movement. Maxim 
Lighting, City of Industry, CA 
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W Period luminaires 

St. Louis Antique Lighting restores 
period luminaires and manufactures 
reproductions and custom lumi- 
naires. A catalog shows luminaire 
and shade styles for residential and 
commercial applications. St. Louis 
Antique Lighting Co., St. Louis, MO. 


Circle 164 


Architectural Lighting SHOWCASE, July 1989 


А Revolutionary New Lighting 


Concept From «Б» 


ae 


Ш Decorative luminaires 

A color brochure describes and illus- 
trates several lines of Kichler’s tradi- 
tional and contemporary decorative 
solid brass pendants, sconces, chan- 
deliers, and outdoor lanterns. Kich- 
ler Lighting, Cleveland, OH 
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Ambient 
and accent 


lighting 


Ambient and accent lighting prod- 
ucts are featured on pages 30-37 


Ш Louvers 

The Blade system combines a metal 
louver and a prismatic diffuser with 
a highly efficient troffer to produce 
lighting with high cutoff and low 
glare. A brochure shows finishes un- 
der warm and cool white sources 
Н.Е. Williams, Inc., Carthage, MO. 
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INNOVATIONS 


A Division of De Baun Lighting Co., Inc. 
(818) 286-1163 • (213) 283-7095 


LIGHTING 


N EW. в a INNOVATIONS 


Recessed Down Light Trim 
Six new finishes-30 mix-match 


combinations available! 
SOLID BRASS. Fit most 


standard R-20, R-30, R-40 


recessed housings. 


2334 Huntington Drive е San Marino, California 91108 
Custom Manufacturers of Lighting Fixtures Since 1909 
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fabrication. 


GUARANTEEING: 


and products 


Engineering 
* Delivery 


representation 
* Affordability 


APPLETON 


Lamplighter 


A Division of Aries Fabrication Corporation 


Appleton Lamplighter. 


The first choice of 
the design community 
for custom lighting, 
architectural metal 


* Integrity of design 
% Quality materials 


* American craftsmanship 
* Professional staff 


* North American wide 


AL 444 WS • 12" X 12^ X 5" e 12" SQUARE ALABASTER 
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POLISHED COPPER, BRASS AND STAINLESS BARS • 60 


WATT T-10 LAMP 
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Ш Low-profile fixtures 

А 16-page color catalog describes 
and illustrates Roxter's low-profile 
standard and low-voltage halogen fix- 
tures, including floor, task, wall, 
track, ceiling-mounted, and truss- 
mounted units. Roxter Mfg. Corp. 
Long Island City, NY 
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Ш Track-mounted fixtures 
Con-Tech's track-mounted fixtures 
are suitable for general, accent, and 
task lighting applications. A 12-page 
color catalog describes and illus- 
trates fixtures for standard and low- 
voltage PAR and halogen lamps 
Con-Tech Lighting, Northbrook, IL. 
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Ш Modular fluorescent 

The P69 modular lighting system is 

a 6-by-9-inch fluorescent luminaire 

for direct, indirect, or combination 

lighting. It can be mounted on walls 
or suspended from cables or stems. 

Prudential Lighting, Los Angeles, 

СА 
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Landscape 
and area 


lighting 


Landscape and area lighting prod- 
ucts are featured on pages 40-47 


SHOWC 


W Cutoff street lighting 
Optilux 80 and 85 series street- 
lights have segmented optical assem- 
blies that can provide any of four 
light distribution patterns. A bro- 
chure describes features and shows 
six standard finishes. Lumec Inc., 
Sainte-Thérèse, Quebec, Canada 


Circle 170 


B Light strips 

The Light Bud Channel is a strip of 
low-voltage miniature lamps backed 
by a stippled, nonmetallic reflector 
and mounted in a rigid aluminum 
groove. A color data sheet describes 
custom options. Sylvan Designs, 
Northridge, CA. 
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Ш HID floodlight 

The Infranor 835 floodlight has an 
aluminum housing and a removable 
tray for the reflector and ballast. A 
brochure describes features and 
shows mounting, shield, and beam 


pattern options. Sterner Lighting Sys- 


tems Incorporated, Winsted, MN 
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WB Ceramic fixtures 
Popovitch offers handcrafted 
ceramic and copper landscape light- 
ing fixtures from its Nature series. 

A brochure contains descriptions, 


color photos, and dimensional draw- 


ings for each fixture. Popovitch 
Associates, Pittsburgh, PA. 
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Ш Optical projector 
Wendelighting’s model 2345 cast 
aluminum optical projector pro- 
vides controlled illumination for 
building exteriors, fountains. sculp- 
tures, and other landscape focal 
points. A data sheet lists specifica- 
tions, Wendelighting, Burbank, CA 
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Ш Deck lighting 

A brochure illustrates a selection of 
Dinico's cast aluminum lanterns for 
lighting decks and landscapes. It in- 
cludes dimensions, lamp require- 
ments, and mounting accessories. 
Dinico Products Inc., Hackensack, 
NJ 


Circle 175 


Components 
and 
accessories 


Components and accessories are fea- 


tured on pages 50-58. 


General Lighting Products 


L osram | 


Ш Light sources 

A 36-page catalog contains descrip- 

tions, illustrations, and technical in- 
formation for Osram's incandescent, 
halogen, standard and compact fluo- 
rescent, metal halide, and high and 

low pressure sodium lamps. Osram 

Corporation, Montgomery, NY 


Circle 176 


Ш Ballasts 


A brochure describes features of 
Bodine's emergency ballasts for 
standard and compact fluorescent 
lamps. central battery ballasts, DC 
inverter ballasts, and an HID emer- 
gency lighting system. The Bodine 
Company, Collierville, TN. 


Circle 177 


Ш Electronic controls 

А 32-page color brochure describes 
and illustrates Hunt Electronics light- 
ing control systems and compo- 
nents and discusses five typical sys- 
tem applications. Valmont Electric, 
Danville, IL. 


Circle 178 


Ш Colorimeter 

Minolta's Chroma Meter CS-100 is a 
noncontact tristimulus spot color- 
imeter that is suitable for spot meter- 
ing of lighting-source and surface 
colors. A data sheet lists features, 
technical data, and specifications. Mi- 
nolta Corporation, Ramsey, NJ. 


Circle 179 


W Electronic lamps 

Panasonic offers compact fluores- 
cent lamps with built-in electronic 
ballasts and screw-in bases. A bro- 
chure compares 18-, 20-, and 27- 
watt models with 75- and 100-watt 
incandescent lamps. Panasonic, Light- 
ing Products Group, Secaucus, NJ. 


Circle 180 


Ш Light control products 
A.L.P.’s light control products and 
components include parabolic lou- 
vers, ballasts, clip-on diffusers, and 
polycarbonate lamp sleeves. ALP 
Lighting & Ceiling Products, Inc., 
Chicago, IL. 


Circle 181 


Ш Downlight trims 

A color brochure describes De 
Baun's one- and two-piece solid 
brass recessed downlight trims. It 
shows colors for all models, includ- 
ing mix-and-match combinations for 
two-piece models. De Baun Lighting 
Co., Inc., San Marino, CA. Ш 


Circle 182 


AMERLUX, 23 Daaiel Rd., Fairfield, NJ 07006 201/882-5010 
DANALITE, 16392 Gothard St. #A, Huntington Beach, CA 92647 FAX 714/848-1669 714/841-4325 
Low voltage / slim profile linear lighting system / high intensity halogen lamps / extensive apps. 


FIBERSTARS, 47456 Fremont Blvd., Fremont, CA 94538 800/327-7877 
NATIONAL SPECIALTY LIGHTING (see ad this section) 
NL CORP, 14901 Broadway, Cleveland, OH 44137 FAX 216/662-9069 or 216/662-2080 


Recessed HID and incandescent; decorative; custom; church; 20, 30, & 60 amp track; fluorescent 
lighting systems. Call for more information. 

E.G. SCHLESSELMAN, INC., 2778 Banning Rd., Cincinnati, OH 45239 ҒАХ 513/923-1654 513/923-1144 
Designer & Manufacturer of Special & Standard Lighting Fixtures for the Display Industry. 


National Specialty Lighting 
"Non-Neon" Flexible, Unbreakable, 25% The Cost Of Neon 
*Rope Lighting *Exterior Lights 
*Tube Lighting *Strip Lites 
Call Today For Free Catalog! 
1-800-527-2923 (US) 


LEXALITE INT. CORP, PO. Box 498, Charlevoix, MI 49720 FAX 616/547-5833 or 616/547-6584 
Custom and Proprietary Injection Molded Lighting Products. (For information call Chery! Barron.) 
MAXIMUM TECHNOLOGY, 60 Industrial Way, Brisbane, CA 94005 415/468-2560 


DAY-BRITE/McPHILBEN/OMEGA—Complete fixture needs. Fax 601/841-5501 or Call 601/842-7212 


H.E. WILLIAMS INC., PO, Box 837, Carthage, MO 64836 417/358-4034 
LITHONIA LIGHTING. We cover the lighting spectrum 404/922-9000 
NORBERT BELFER LIGHTING MFG., Cove & Linear Lighting Products 201/493-2666 
PEERLESS LIGHTING CORP, PO. Box 2556, Berkeley, СА 94702 415/845-2760 


ADJUSTA-POST MFG. CO., PO. Box 71, Norton, Ohio 44203 FAX 216/745-9746 800/321-2132 
Residential 8 commercial outdoor fixtures, Stds. & Acces., HID, fluorescent, low volt. & incandescent 
BIEBER LIGHTING CORPORATION (See ad this section) 


BIEBER LIGHTING CORPORATION 
% One of America's leading manufacturers. Offering a complete product 
line of commercial and residential luminaires and accessories for 
8 wide variety of applications: automobile dealerships, shopping 
centers, sports facilites, industrial, landscape lighting, and extensive 
custom capabilities. U.L. listed, HID, and fluorescent. Call for local 
representative. 
970 W. Manchester Blvd., Inglewood, CA 90301 
FAX 213/776-0235 РН. 213/776-4744 


NUM 
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EMCO ENVIRONMENTAL LIGHTING, 7300 50th St., PO. Box 1640, Milan, IL 61264 309/799-3111 
HOLOPHANE, 214 Oakwood Ave., Newark, OH 43055 614/345-9631 
RUUD LIGHTING, 9201 Washington Ave., Racine, WI 53406 800/558-7883 
RWL CORP, 240 Sargent Dr., New Haven, CT 06511 203/789-1710 
SPRING CITY ELECTRICAL MFG. CO., Spring City, PA 19475 call 215/948-4000 or FAX 215/948-5577 


Historically authentic, cast iron ornamental lighting posts, bollards and adaptations. 
WESTERN LIGHTING INDUSTRIES (see ad this section) 


Western Lighting Industries 
True Color Light Source Avanta 1800 
Post-top light with either 1 or 2 39-watt BIAX 
or PL type lamps. Solid cut-off, and 27/210 1 uni- 
form light distribution. U.L. Listed. 
3540 Valhalla Dr. Burbank, CA 91505 


AVANTA 1800 FAX 818-841-8910 818-841-7896 


MICHAEL MARTZ (For Architects and Designers) 201/944-4098 


LUTRON ELECTRONICS, 205 Sutter Rd., Coopersburg, PA 18036 218/282-3800 

STRAND ELECTRO CONTROLS, 2975 S. 300 W. Salt Lake City, UT 84115 801/487-6111 
Manufacturing full line of lighting controls and dimmers for Restaurants, Hotels, Board Rooms, etc. 

VARA-LIGHT / DIMATRONICS / HUB ELECTRIC, Crystal Lake, IL. FAX 815/455-1499 or 815/455-4400 


CONSTRUCTION SPECIALTIES INC., 55 Winans Ave., Cranford, NJ (Sight & Sunscreens) 201/272-5200 
MULTIPOINT CONTROL SYSTEMS, 3101 111th St. SW #A, Everett, WA 98204 206/347-3499 
Full line of adjustable photocell lighting control sensors & systems for indoor/outdoor applications. 


BRASS REPRODUCTIONS, 9711 Canoga Ave., Chatsworth, CA 91311. Decorative Fixtures, 800/828-5858 


LIGHTSPACE DESIGN, 2111 Vine, Suite B, Berkeley, CA 94709. Consultant & MFG. 415/540-6023 
GENERAL ELECTRIC, Ad Response Dept., Nela Park #4151, Cleveland, OH 44112 216/266-3200 
GTE/SYLVANIA LIGHTING, Sylvania Lighting Center, Danvers, MA 01923 617/777-1900 
OSRAM CORP, 110 Bracken Rd., Montgomery, NY 12549 914/451-4040 
PHILIPS LIGHTING CO., 200 Franklin Square Dr., Somerset, NJ 08875 800/631-1259 800/752-2852 
USHIO AMERICA, 20101 S. Vermont Ave., Torrance, CA 90502 FAX 213/329-3641 or 213/329-1960 
Manufacturer of MR11, MR16, T3 Quartz, Minican and DC Bayonet Halogen Lamps. 
800/437-0111 


VENTURE LIGHTING INTL., 625 Golden Oak Pkwy., Cleveland, OH 44146 
Metal Halide, High and Low Pressure Sodium, Mercury, MR-16 and MR-11 Display Lamps. Many new and 
unique products not available from other талша 


DINICO PRODUCTS, INC., 123 So. Newman St., Hackensack, NJ 07601 201/488-5700 
ELECTRO-ELF, 10011 Olive St., Temple City, CA 91780 818/286-5002 Fax 818/579-1333 
Energy Efficient Fluorescent lighting. Sealed Waterproof Fixtures available in many styles and colors. 


HADCO, PO. Вох 128, 100 Craftway, Littlestown, PA 17340 717/359-7131 
NIGHTSCAPING, 1705 E. Colton Ave., Redlands, CA 92373 714/974-2121 
DESIGN LIGHTING CONSULTANTS, INC., 7166 S.W. 47TH ST., MIAMI, FL 33155 305/665-6100 
LH. BAXTER & COMPANY, PO. Box 10797, Eugene, Oregon 97440 503/689-3020 


Manufacturer of Timberwood Lighting Standards. A superior pressure-treated Douglas fir laminate for 
decorative outdoor lighting support. Contact Richard Baxter. 
WOODFORM, INC., Portland, OR 97220-1230 


800/624-5091 


EDWIN GAYNOR CO., 200 Charles St., Stratford, CT 06497 203/378-5545 or FAX 203/381-9019 
For more information about fluorescent wiring devices, switches and lamp holders, call and ask for Jill барак. 


KOR-LITE Fluorescent Emergency Lighting Systems Phone: 408/727-0314 FAX 408/492-1403 


LIGHTING TECHNOLOGIES INC., 2540 Frontier, Suite 107, Boulder, CO 80301 303/449-5791 
Complete luminaire design and lighting system analysis software and consulting service. 

ALCOA, Sheet & Plate Division, PO. Box 8025, Bettendorf, ІА 52722 319/344-3007 

ALUMINUM COIL ANODIZING CORP, 501 E. Lake St., Streamwood, IL 60107 800/289-2645 


Pre-anodized lighting sheet: specular, semi-specular, low iridescent, hammertone, diffuse, Everbrite. 


MERO CORPORATION, 5 West Cross St., Hawthorne, NY 10532 FAX 914/747-3183 914/747-3180 
Manufacturer of MEROFORM, Spaceframe, MEROTRUSS AND MERODOME Modular Systems. 


The Classified Directory is a monthly feature of Architectural Lighting, offering 
readers easy access to lighting products and services for commercial, industrial, and 
institutional applications. Listings in this reference section are sold on an annual basis 
at the rates outlined below. For full information and closing dates, contact Gordon 
Exe, (800) 822-6678 or (503) 343-1200. 


| MasterCard 


FIRST LINE—$990/ 12 issues 

BOLDFACE, ALL-CAP ITALIC LISTING or Boldface, Upper/Lower Case Italic. 
ADDITIONAL LINES—$690/ 12 issues 

REGULAR, ALL-CAP LISTING or Regular, Upper / Lower Case. 

MINI-DISPLAY CLASSIFIED / Cal! For Details 


accepted 
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Manufacturers 


Page 12. Florida health spa indulges 
in luxurious lighting (Doral Saturnia 
International Spa Resort, Miami). 
Acrylight: Surface-mounted arch light- 
ing, fluorescent reflectors. 

Hydrel: Underwater lights. 

Hubbell: Exterior floodlights. 
Norbert Belfer: Mirror backlights. 
Osram: Metal halide floodlights. 
Lightolier: Downlights, adjustable ac- 
cent lights, slot aperture accent lights, 
wall washers, and control system. 
Litelab: Miniature low-voltage 
handrail fixtures, continuous-socket 
channel-mounted uplights. 

Strand Century: Theatrical pattern 
projectors. 

Tivoli: Planter lighting. 


Photographers 


Gabriel Benzur, Inc., 142 New 
Street, Decatur, GA 30030, (404) 
371-0272 


Lucy Chen Photography, 47-13 
Cogswell Avenue, Cambridge, MA 
02140, (617) 547-0374 
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Appleton Lamplighter ....... 59 


In This Issue 


Page 28. Low-voltage lighting and 
glowing glass illuminate London cor- 
porate offices (Emess plc Corporate 
Head Office). 

Heritage Crafts Ltd.: Blue glass 
panels. 

Marlin Lighting: Low-voltage light 
fixtures. 

Pilkington Glass Ltd.: Stippled white 
glass panels. 


George Cott, Chroma, Inc., 2802 
Azelle Street, Tampa, FL 33609, (813) 
873-1374 


Dan Forer, Forer Inc., 1970 North 
149th Street, North Miami, FL 33181, 
(305) 949-3131 


Architectural Area Lighting .... 8 
Act Directions -.......... 22 
Aster Marketing Services ..... 47 
Bodine Company .........- 58 
Boyd Lighting Company ..... 63 
Brass Light Gallery ........ 18 
Capri Lighting: 2Ҙ2....-.-.. 37 
Conservation Technology, Ltd. . . 36 
Day-Brite Lighting ......... 31 
DeBaan Lighting ........-. 59 


Dinico Products, Inc........ 40 
Environmental Lighting for 
Architecture, Inc. 


(ELA Co/CAL Div) . . ， ә ЖФ 
Fiberstars . ... 32—33 
Егейгіск Ramond Іпс........ 18 
GE Lighting 222.2....-.. . 51 
НАЙЕФ: sap 25 aw s TT 


Page 38. Pavilion lighting evokes 
mystery of ancient Egypt (Ramesses 
II Pavilion, Boston Museum of Sci- 
ence). 

Altman: PAR 64 exhibit fixtures. 
Kim Lighting: 150-watt PAR 38 
accent lights. 

RAB: Vaporproof 200-watt A21 incan- 
descent fixtures. 

TTI: Dimmer packs, controller. 
Wiremold: Electrical raceway. 


John Spragg, 31 Delaware Mansions, 
Delaware Road, Maida Vale, London 
W9 2LH, England, 01-289-4134 


Hanover EATEN .......... 6 
Holophane Company ....... 41 
EERE SL радае end 52 
Hydrel 11 
Joslyn Hi-Voltage Corp....... 54 
Lighting Services Inc. ........ 4 
Lighting Systems Inc. ........ 2 
LightoBer Лас. о... аа аьаа во 7,9 
Lithonia Lighting ......... 64 
Lumec Lighting ...... + 89 
Lumiere Design & 

Manufacturing .......... 42 
MagneTek, Inc. 

MagneTek Triad ......... 49 
NL:iCorporation o . 5 46 04% « 26 
Norbert Belfer Lighting ...... 35 
Omega lighting .......... 34 
Philips Lighting Company . . 24-25 


Page 48. A little sparkle goes a long 
way in marble lobby (Colony Square 
lobby, Atlanta). 

GTE/Sylvania: Fluorescent lamps. 
Lightolier: Recessed downlights. 
Lithonia: Fluorescent strips. 
MagneTek Triad: Electronic ballasts. 


Manufacturer credits reflect the products 
specified for the projects; it is possible that 
other products were installed during con- 
struction or maintenance. 
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Times Square Lighting ...... 36 
TrimbleHouse Corporation .... 47 
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Nendelighting ....-...... 
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Worldstore 

York-Lite Electronics, Іпс...... 50 


